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In 1992, the late Sam Mockbee FAIA (above left) 
founded The Rural Studio at Auburn Univer: 
The Studio became a legendary vehicle for archi- 


tecture students to build homes and other facili- 
ties for impoverished residents of the community. 
Mockbee was a thoughtful and passionate advo- 
cate of the role architecture can and should play 
in all of our lives every day. 


“If Walls Could Talk” is filmmaker Chuck 
Schultz's remarkable account of Mockbee and 
The Rural Studio and is the centerpiece of this 
month's BSA Lecture Series at the Boston Public 
Library on September 17. The film reveals how 
the Studio's work has challenged conventional 


thinking about architectural education while 
transforming the social and ph 
one of Alabama's poorest regions 2 


landscape of 
nd also trans- 


forming the lives of architecture students. 


The film was produced by PBS and Alabama 
ublic Television and funded by the National 
2ndowment for the Arts, the AIA College of 


“ellows and other supporters. The film has been 


Sam Mockbee and the meaning of architecture 


viewed and honored throughout the country and 
elsewhere and this will be its first screening in 
Boston. Schultz and Rural Studio alumnus and 


instructor Steve Hoffman will follow the screen- 
ing with a discussion of Mockbee, The Studio 


and its future. 


The event begins at 6:00 pm on September 17 in 
the BPL’s Rabb Lecture Hall in Copley Square. 
There is no charge and all are welcome. 


This 2003-2004 BSA Lecture Series at the BPL 
runs through May of next year and also includes 
presentations on the principles of home design, mon- 
uments and memorials, contemporary architecture 
and urban design, the architecture of diversity, 
planning Boston's future, the new architectural 
grand tour, and Modernism and its discontents. A 


full season’s schedule is available from the BSA at 


kneary@architects.org/617-951-1433x221 and 
on the web at www.architects.org, click on 
‘News & events’. > 
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September 8 
Noon-2:00 pm 


September 10 & 16 


September 10 
6:00-8:00 pm 


September 11 
2:00-6:00 pm 


September 12-14 


September 17 
6:00-7:30 pm 


September 17— 
November 13 


M-F, 9:00 am-5:00 pm 


September 18 
5:30 -8:30 pm 


September 19 
6:00-9:00 pm 


September 19-21 


September 25 
8:00-9:30 am 


September 25 
Noon-2:00 pm 


September 27 
9:00 am—1:00 pm 


October 7 
8:30-11:30 am 


Event 

“PCBs and IAQ” — identification and remediation 
of non-traditional PCB sources is the focus of this 
lunchtime event (see p. 5) 


“Green Design” — special gatherings on green 
design: utilities programs (9/10) and green designers 
summit (9/16); see p. 5 


“Designing Your Career” — the Career Programs 
series resumes this month with a focus on marketing 
(see p. 6) 


“Young Designers Professional Development 
Institute” — the year-round training program for 
young professionals 


“Density: Myth and Reality” — the BSA/AIA 
national conference on density (see p. 3) 


“The Rural Studio” — the work of the late Sam 
Mockbee FAIA is the focus of this film and lecture 
presentation (see p. 1) 


“Competition Exhibit” — an exhibit of the BSA’s 
2003 national urban/suburban design competition 
focusing on three Massachusetts towns (see p. 8) 


“AGC/BSA Client Recognition Awards Dinner” — 
the annual event that honors outstanding building 
industry clients/owners (see p. 4) 


“Black Architects Forum” — the new network for 
black designers meets regularly at the BSA (see p. 14) 


“AIA New England Conference” — the annual 
gathering of New England architects (see p. 4) 


“Alien Architects Roundtable” — architects from 
other nations gather monthly at the BSA to navigate 
architectural practice in the U.S. (see p. 9) 


“Design Librarians Roundtable” — a new lunch 
group of design-school and design-firm librarians 
meets monthly at the BSA (see p. 7) 


“Learning By Design for Architects” — the annual 
workshop for architects who are interested in teaching 
children about architecture and the built environment 
but don't know where to begin (see p. 4) 


“Filed Sub-Bid Workshop” — a special one-time 
workshop focusing on the filed sub-bid process and 
requirements in Massachusetts (see p. 3) 


Location/Sponsor 

The Architects Building 
Sponsored by the BSA Indoor 
Air Quality Committee 

The Architects Building 
Sponsored by the BSA 
Committee on the Environment 


The Architects Building 


Sponsored by the BSA 
Membership Committee and the 
BSA Women in Design Network 


Location varies 


Omni Parker House, Boston 


Sponsored by the BSA and by 
the AIA Housing and Regional 
& Urban Design Committees 
and the AIA Center for Livable 
Communities 


Boston Public Library 


The Architects Building 


The Charles Hotel, Cambridge 
Gponsored by AGG and BSA 


The Architects Building 


Hancock, Massachusetts 


Sponsored by AIA New England 
and the Western Massachusetts 
Chapter of the AIA 


The Architects Building 


The Architects Building 


The Architects Building 


Sponsored by the BSA’s 
Learning By Design Program 


The Architects Building 


Cost/RSVP 


Free but reservations required: 
617-95 1-1433x221 
bsa@architects.org 


Free 


RSVP: 617-951-1433x221 
bsa@architects.org 


Free 


RSVP: 617-951-1433x221 , 
bsa@architects.org 


Details: 617-95 1-1433x232 


rfitzgerald@architects.org 
S 
Registration details: 
www.architects.org/density 


617-951-1433x221 


Free 


Free 


Registration details: 
781-235-2680x17 


canoni@agemass.org 


Free but reservations required: 
617-951-1433x221 
bsa@architects.org 
Registration details: 
www.architects.orglaiane 
617-951-1433x221 


No charge 


RSVP: 617-951-1433x221 
bsa@architects.org 7S 


Free but reservations required: 
617-951-1433x221 wu, 
bsa@architects.org S 


Free but registration required: 
617-492-8266 
pollycarp@email.com 


Registration details: 
617-951-1433x221 
bsa@architects.org 


Events 


BSA 


Urban and suburban density 
explored in Boston conference 


“Density: Myth and Reality” is the national confer- 
ence in Boston this month, September 12-14 at the 
Omni Parker House. 


Sponsored by the BSA, the AIA Regional & Urban 
Design Committee, the AIA Housing Committee, 
and the AIA Center for Livable Communities, the 
conference uses two dozen workshops and case studies 
over a three-day period to explore the remaking of the 
American dream. Focusing on density as an alternative 
to unplanned growth and sprawl, planners and 
designers throughout the U.S. gather for this unique 
BSA-initiated examination of how we should envision 
smart growth. 


For registration details, visit www.architects.org/density 
or call the BSA at 617-951-1433x221. 


David Dixon FAIA, President 


Women host conference, 
awards program and exhibit 


“The Creative Process: A Continuum” is the theme of 
the fourth annual BSA Women in Design Network 
conference at Build Boston. It is November 18, the 
highlight of the first day of Build Boston, and 
includes a dozen 
workshops on women 

who have pushed the © 

abe of creativ- ~ Wom Hen 

ity, creative firm man- 

agement, client coordination, “finding our muses”, 
educating designers, women in science and technolo- 
gy, career transitions and a good deal more. 
Conference details and registration guidelines are on 
the web at www.buildboston.com or write/call the BSA 
at bsa@architects.orgd 617-95 1-1433x221. 


The conference is also enriched with an exhibit of 
work by women and a special awards lunch to honor 
three groundbreakers in our industry. 


Architects, interior designers, planners, engineers, 
management professionals, clients, builders, 
researchers, and women in numerous other industry 
roles are invited to submit work for the exhibit that 
illustrates the creative process. For exhibit entry 
details, visit www.women-in-design-network.org or call 
the BSA at 617-951-1433x221. The entry deadline is 
September 12. 


To nominate women for the 2003 Award of 
Excellence, write/call the BSA for the nomination 
guidelines (bsa@architects.org 617-951- 1433x221) 
The nomination deadline is September 12. 


Interior designers gather in 
Boston for annual conference 


Education roundtables, networking events, CEU- 
accredited programs, a keynote address by Michael 
Vanderbyl, and a gala dinner and couture competition 
are among the highlights of Interior Design Boston 
2003. 


This annual conference is sponsored by the New 
England Chapter of the International Interior Design 
Association (IIDA/NE) and it all takes place in 
Boston on October 1. 


The educational programming is scheduled for the 
Boston Architectural Center and is followed by a 
cocktail hour at Montage on Arlington Street and 
then the dinner and competition at the Park Plaza. 


For registration, volunteer, sponsorship and other 
information, write/call Brigitte Mackowiak 
(bbmack68 @attbi.com!781-431-7925) or Meg 
Mannion (617-799-4118)...or visit www.tidane.org. 


Filed sub-bid workshop 
set for October 7 


A special BSA workshop on October 7 focuses on the 
filed sub-bid process that is critical for all those who 
do work in the public sector in Massachusetts. 


The workshop, which runs from 8:30 am to 11:30 
am, is led by specifications wizard Mark Kalin FAIA, 
FCSI of Kalin Associates in Newton, construction-law 
attorney Stan Martin, Esq. of Holland & Knight in 
Boston, and Cambridge architect Laura Wernick AIA, 
a principal with HMFH Architects. 


In this half-day workshop, we focus on the need to 
assign all items on your drawings to the correct speci- 
fication section to assure clear ownership and mini- 
mize disputes, the need for a carefully developed 
keynote system to aid in quality control, the scope of 
the filed sub-bid statute (when does it apply ?), stacu- 
tory requirements and restrictions, common disputes 
and legal issues arising with filed subcontractors, spec- 
ifications and the division of trades, and a good deal 
more. 


The workshop fee is $95 ($65 for BSA members) and 
the registration deadline is September 26. To register, 
send your name, firm name if applicable, mailing 
address, e-mail address, daytime telephone number, 
and your payment (check or Amex/MC/Visa credit- 
card number/expiration date/name on the card) to the 
BSA, 52 Broad St., Boston 02109 or e-mail/fax credit- 
card registrations to bsa@architects.org/617-951-0845. 
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Mark Kalin FAIA, FCS! 


Stan Martin, Esq. 


Laura Wernick AIA 


Aajseq pseyoiy 


Architects and kids: sharing 
the passion for design 


On September 27, the BSA Learning By Design in 
M 
odic training workshops for architects who are inter- 
ested in teaching children about architecture and the 
built environment but are not sure where to begin. 


husetts program directors continue their peri- 


These Saturday morning workshops have proved to be 
effective ways for architects to learn unique teaching 
skills they can bring to their interaction with K-12 
kids in their own neighborhoods and elsewhere. 


Learning By Design master teacher Polly Carpenter 
AIA conducts this free BSA workshop and all design 
professionals are welcome. The September 27 session 
begins at 9:00 am and runs through 1:00 pm; we will 
share information on projects already active in local 
schools, we will explore hands-on activities appropri- 
ate for children, and we will explain how architecture 
fits into the classroom curriculum. 


Cindy Larson AIA, who recently worked as a volun- 
teer with 9th-graders at the Codman Charter School 
in Dorchester, noted that “the exercises and informa- 
tion presented in the workshop prepared me for the 
learning format that was more compatible to K-12, a 
format different from what I would have expected.” 
Dozens of architects have participated in these train- 
ing workshops and the Learning By Design programs 
throughout the Commonwealth and we urge all 
designers to join us in the effective effort to spread the 
passion for and understanding of design among the 
next generation of designers, clients and citizens. 


For more information or to register for this free work- 
shop on September 27, write/call Polly Carpenter AIA 
at pollycarp @email.coml617-492-8266. 8 


Build Boston is online... 
register now and save $$$ 


The entire Build Boston program is on our website at 
www.buildboston.com and you can still take advantage 
of the early registration discounts. That opportunity is 
soon going to evanesce...so register now. This year's 
program of over 200 workshops includes 18 tracks on 
everything from project management and project 
delivery to marketing, firm management, career devel- 
opment, sustainable design and on and on and on. 


For details on special events, including a variety of 
networking opportunities, peruse the Build Boston 
program today. 


For more information or to register by 


telephone, call 800-544-1898. 


Architects gather this month ESS 2s 


in the Berkshires 


Over the September 19-21 weekend, New England 
architects gather in western Massachusetts at Hancock 
Shaker Village (detail pictured below) for the AIA 
New England Annual Conference. 


All New 
England 
architects and 
their families 
are invited for 
this weekend 
of profession- 
al develop- 
ment and 
serious pleas- 
ure as the 
Western 
Massachusetts 
Chapter of 
the AIA hosts 
a series of 
events that includes self-guided tours of Tanglewood, 
events at Hancock Shaker Village, a tour of 
MassMoCA...and, of course, the AIA New England 
Design Awards presentation and banquet on 
September 20. 


For registration details, visit 


www.architects.org/aiane. 


Clients honored this month 
by AGC and BSA 


Outstanding clients/owners are being honored this 
month on September 18 during the annual 
AGC/BSA Client Recognition Awards Dinner, The 
clients who will be recognized have been nominated 
over the past several several months by teams of archi- 
tects and contractors and the final selection was made 
by a jury of architects and contractors representing the 
BSA and the AGC. 


The AGC/BSA Committee on Recommended 
Practices has been sponsoring this event for the past 
six years. This juried awards program recognizes the 
most effective regional building industry clients in the 
commercial, institutional and public sectors. We invite A . 
you to join us for this celebration. Find it on-line 
Visit the award- 
winning BSA website 
at www.architects.org 


The event begins at 5:30 pm at The Charles Hotel in 
Cambridge and all ChapterLetter readers are invited. 


For registration details, write/call Barbara Canoni at for details on all BSA 

AGC (canoni@agemass.org/781-235-2680x17). news and events and 
other industry news, 
events and 


information. 
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Read it and reap ! 


November is a special time in Boston in part because 

it is the month in which over 12,000 designers and 

allies will register for Build Boston to take advantage 

this year of special Build Boston events such as these: 

A The national AIA/BSA conference on diversity in 
the design professions 


A The first-ever Arch Voices conference for young 
design professionals 


A The 4th annual Women in Design Conference 


A Daily keynote addresses by McGraw/Hill experts 
on the future of New England’s economy, technol- 
ogy and business development, and business-devel- 
opment pay-ofts 

A Daily Big Dig tours 

A Daily tours of new Boston restaurants 

A A mock mediation and mock arbitration session 


4 A live design charrette for young professionals 


A The BSA/Build Boston Design Gallery highlight- 
ing all of the award-recipients’ work in all 2003 
BSA design awards programs 


A The annual Women in Design Awards honoring 
groundbreakers in our industry 


A An uncommonly astute investigation of profession- 
al ethics with a panel of national experts 


A A.R.E. IDP, and related workshops for young 
designers 


A The annual Unbuilt Architecture Design Awards 
Forum 


A A series of special receptions hosted by Washington 
University, RPI, the BAC, and Wentworth 


...and, of course, the grand finale — the annual Build 
Boston Design Celebration and Awards Gala with 
over 700 of your closest friends (and competitors). 


All of this — and over 200 professional-development 
opportunities and 350 new-product exhibits — is 
Build Boston 2003 just before Thanksgiving, 
November 18-20 — three days of networking, 
knowledge-sharing, and reveling in the glory of 
design. 

For details on all of these special events, on all the 
workshops, on all the product and service exhibits, 
and on all the networking opportunities, visit 
www.buildboston.com and beat the October 24 
discount registration deadline. 


David Dixon FAIA, President 


Dealing with indoor PCBs 


The discovery of airborne PCB contamination in a 
university office building recently triggered an exten- 
sive sampling program to define the nature and extent 
of this indoor contamination. 


PCBs were detected in air samples and in dust sam- 
ples collected from unit ventilators. While PCB con- 
centrations remained below regulatory limits for the 
air samples, source materials found in the building 
contained PCBs well above the EPA-approved limit of 
50 ppm for non-liquid PCBs. PCB-containing gas- 
kets, caulking, and foam board were found within the 
building envelope and a remediation and abatement 
program was undertaken to remove the PCB sources. 


Federal, state and local regulations and interests need 
to be addressed when dealing with this kind of reme- 
diation work and the disposal of PCB-containing 
materials, Complying specifically with the current 
Toxic Substances Control Act can create significant 
operational and economic challenges. 


The identification and remediation of these PCBs is 
addressed by Maximilian Chang, M.S. at a special 
September 8 lunch meeting of the BSA’s Indoor Air 
Quality Committee. Chang is an associate and project 
manager at Environmental Health & Engineering in 
Newton. 


There is no charge for this lunch meeting but you 
must reserve your seat by writing/calling the BSA at 
hneary@architects.orgd 617-95 1-1433x221 no later", 
than 9:30 am on September 8. US 


Greta Eckhardt AIA 
BSA Indoor Air Quality Committee 


Utilities’ environmental 
programs are examined 


The BSA’s Committee on the Environment (COTE) 
— co-chaired by Dan Arons AIA and Ken Fisher AIA 
— has built an exceptional series of monthly sessions 
focusing on a broad range of sustainability issues. 


This month on September 10, this gathering of 
design, planning and allied professionals examines the 
environmental impact of utilities’ programs. 


In its subsequent monthly meetings (the second 
Wednesday of each month at 8:00 am at the BSA for 
bagels and coffee), COTE will focus on its role in 
“greening” the Democratic National Convention in 
Boston next year, successful green projects, and a good 
deal more. Until then, join us for sustainable bagels 
and coffee on September 10 at 8:00 am at 
the BSA. 
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Green Summit 


All design and 
construction industry 
professionals and 
others interested in 
green design are 
invited to join us at 
the BSA on 
September 16, 5:30- 
7:30 pm, for beer, 
pizza and an informal 
discussion of 
strategies to promote 
green design in our 
region over the next 
six months and 
beyond. For details, 
call Richard Fitzgerald 
at the BSA (617-951- 
1433x232). 


Events 


BSA 


Principals and marketers: 
positioning your firm 


Principals with marketing and business development 
responsibilities and marketers who write and design 
promotional pieces are invited to a special BSA Career 
Program on September 10. This free Membership 
Committee program — “How to Unleash the Power 
of Your Message From the Ground Up” — is another 
in the continuing series of monthly programs 
designed to aid individuals who are shaping their 
careers and their firms. This special session is cospon- 
sored by the BSA Women in Design Network. 


The presentation is led by Chris McIntosh, sales man- 
ager for the Boston Business Journal, and Susan 
Wonderly, the founding principal of Image to Impact, 
the marketing consulting firm. McIntosh focuses on 
how principals and marketers can position their firms 
in a way that makes them distinctive and separates 
them from the competition. Wonderly focuses on 
how to write and design effective promotional pieces. 


The session begins at 6:00 pm on September 10 at 
the BSA and includes beer and pizza. There is no 
charge but registration is required; to reserve your 
seat, write/call kneary@architects.org!617-951- 
1433x221 no later than 9:30 am on ro 
September 10. US 


Elizabeth Spelman, Assoc. AIA, Chair 
BSA Membership Committee 


Architects bring passion to 
effort to coordinate codes 


At the July meeting of the BSA Codes Committee, 
Carlo DeSantis of the Massachusetts Department of 
Administration and Finance described the activities of 
the State’s Codes Coordination Council — and lis- 
tened to an impassioned gathering of architects and 
other industry professionals arguing in favor of fully 
coordinated building codes. 


This difficult battle continues and the BSA Codes 
Committee continues to advocate a rational process of 
code adoption as new building and fire codes loom on 
the horizon. We urge all ChapterLetter readers inter- 
ested in these critical industry issues to join us this 
month on September 17 at 8:30 am at the BSA — 
and every third Wednesday — as we design effective 
strategies to coordinate Massachusetts building codes 
(with the significant assistance of bagels and me 
coffee). Join us. 


A. Vernon Woodworth AIA, Chair 
BSA Codes Committee 
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Christian Norburg Schulz suggests that architecture is 

about humans finding themselves when they have set- 

ded and identified with a certain place. On the other 

hand, humans are by nature wanderers, always “on the 

way”. 

The Boston Architectural Center pays homage to one 

half of this dialectic of departure and return, path and 

goal, with a month-long 


exhibit and lecture series, Z 
“A Machine in the Garden: z 
The Motorcycle at the Fy 
Center of the Twentieth- 

Century Landscape”. 


Opening with a reception 
on September 30, the 
event sets in motion a cele- 
bration of technics, aesthet- 
ics, perception at speed, 
and 80 years of designing 
and manufacturing BMW 
motorcycles specialized for long-distance travel. 


The exhibit features 15 of the most significant BMW 
models from the past 80 years, including the very first 
BMW motorcycle produced — the R32, a landmark 
in 20th-century motorized travel — and the most 
recent designs that have received Best Transportation 
Design Awards from the Industrial Design Society of 
America for the past four years running. 


“Speed,” said landscape historian and lifelong BMW 
motorcyclist J.B.Jackson early in the last century, has 
helped us to “re-establish a responsiveness — almost 
an intimacy — with a more spacious, less tangible 
aspect of nature.” This notion is the focus of a talk on 
September 30 by exhibit curator Jeff Stein AIA (clear- 
ly visible in the photo above). 


On Saturday, October 11, David Robb — a native of 
Cambridge and now the award-winning Chief of 
BMW Motorcycle Design in Berlin — speaks at the 
BAC. His lecture on Columbus Day weekend corre- 
sponds with the 10th annual Larz Anderson European 
Classic Motorcycle Day held the next day, Sunday, 
October 12. Later in the month the BAC will host a 
screening of the PBS film, “Looking for John Muir’, 
followed by a discussion with filmmaker and avid 
BMW motorcyclist Rob Perkins. 


The exhibit is open to the public from September 30 
to October 26. The exhibition and related events are 
sponsored by the Yankee Beemers BMW Motorcycle 
Club, the Larz Anderson Auto Museum, BMW 
Motorrad USA and the BAC. For more information 
on the exhibit and the events surrounding it, visit 
http:/hwww.the-bac.edu. 


Events 


BSA 


Residential designers focus on 
practice and design issues 
A new BSA Residential Design Committee has 


emerged from a series of discussions among architects 
who design one- and two-family homes. In recent 
months, the group has been addressing proposed 
changes in the Massachusetts residential building 
codes. 


The Committee's focus is now moving to the full 
scope of residential design and practice issues that 
might include new home-design technologies, market- 
ing issues, contract issues, the use of consultants and 
other issues of importance to residential designers. 


Everyone interested in these and related residential 
design issues is urged to join us on September 16 at 
8:00 am at the BSA as we continue our discussion of 
design and practice issues surrounding residential 
design. We meet on the third Tuesday of each month 
(except August) at 8:00 am at The Architects 
Building, 52 Broad St., Boston. We provide bagels, 
coffee and camaraderie. 


There is no charge for these morning gatherings but 
reservations are required so we order enough bagels 
and coffee. To confirm your attendance, write/call the 
BSA by noon of the day prior to the meeting at 
bsa@architects.org 617-95 1-1433x221. 


For more information, write/call Richard Fitzgerald at 
the BSA (rfitzgerald@architects.org!617-951- 1433 ig 
x232). . 


High-end residential product 
designers gather at BSA 


The BSA’s Design Innovation Roundtable gathers 
monthly at the BSA; this month it is lunch at noon 
on September 30. This group of high-end residential 
product manufacturers and distributors is seeking 
ways to share information that will enable them to 
serve their current clients more efficiently and to reach 
new clients as well. 


If you manufacture or distribute high-end residential 
products such as kitchen fixtures, tile, carpet, win- 
dows, custom finishes, furniture, lighting, fabrics, fire- 
places, spas, security systems, or other high-end prod- 
ucts and would like to join us in these discussions, e- 
mail your name, company name, postal address, day- 
time telephone, e-mail address, and a brief product 
description to Nancy Jenner at the BSA 
(njenner@architects.org). 


Design professionals are invited to fill us in on favorite 
products you specify in high-end residential projects 
— please send your comments on such products .»", 
to Nancy Jenner at njenner@architects.org. " 


Mid-size firm principals assess 
employee benefits 


Paul Driscoll of Atlantic Benefits is the guest speaker 
at the September 22 lunch meeting of the Mid-size 
Firms Roundtable at the BSA. Driscoll will describe a 
variety of insurance-based employee benefit products 
such as short- and long-term care and/or disability 
coverage, key-person insurance and similar products. 


There is no charge for this lunch meeting, which 
begins at 12:30 pm, but reservations are required. To 
make your reservation, write/call the BSA at 
bsa@architects.org617-951-1433x221 no later 
than 9:30 am on the day of the meeting. 


Michael Hicks AIA, Chair 
Mid-size Firms Roundtable 


Small-firm principals: what's 
on your mind ? 


Burning issues, smoldering issues, and issues that may 
not yet be real issues are among the topics discussed 
and information exchanged at the special September 
18 lunch gathering of small-firm principals. 


This “open-microphone” edition of the Small Firms 
Committee's monthly meetings is open to everyone as 
we identify significant issues currently being addressed 
by small firms and identify speakers we will be invit- 
ing to these meetings throughout the year to address 
small-firm issues of importance. 


There is no charge and all are welcome but reserva- 

tions are required. To reserve your seat, write/call the 
BSA at kneary@architects.org617-951-1433x221 
no later than 9:30 am on the day of the meeting. * 


Deborah Pierce AIA, Co-Chair 
Small Firms Committee 


Design librarians gather 


On September 25, design librarians — a very infor- 
mal group (no officers, no dues) — gather at the BSA 
for lunch to share information and enrich this net- 
work, which typically meets at noon at the BSA in 
alternate months from September to May. All of those 
design-firm and design-school wizards who take care 
of the images, the material samples, digital and hard- 
copy project archives, and all the other wonderful 
resource material we draw upon are invited to join us. 
There is no charge but you must reserve your seat by 
calling/writing the BSA at 617-951-1533 x221/ 
bsa@architects.org no later than 9:30 am on the day of 


the meeting. (For the 2003-2004 meeting schedule... 
oS 


write rfitzgerald@architects.org.) 
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BSA 


Design competition winners’ 
entries are on exhibit 


The award-recipients in the BSA/AIA “Density: Myth 
and Reality” design competition are on display in The 
Architects Building lobby and 5th floor gallery from 
September 17 to November 13. 


The competition is part of the national conference on 
density in Boston this month (see p. 3) and the com- 
petition awards event is on the opening night of the 
conference on September 12. 


The competition focused on urban and suburban 
smart-growth/density issues in three Massachusetts 
sites — Boston’s Chinatown, Gloucester and 
Westwood. Over 60 design professionals submitted 
entries: six entrants were identified as award-recipients 
and their entries constitute this exhibit. 


Exhibit hours are 9:00 am — 5:00 pm, Monday 
through Friday and whenever there are early-morning 
or evening events at the BSA. 


For more information on the BSA exhibits program, 
write/call BSA exhibits manager Kate Gilbert Miller at 
kmiller@architects.org 617-95 1-1433x234, 


Rob Chandler AIA, Competition Director 


Do you wish to take your 
students abroad ? 


The Rotch Traveling Scholarship Committee last year 
inaugurated a new program, the Rotch Traveling 
Studio, designed to augment the education of archi- 
tecture students. 


The intent of this new “traveling studio” program is to 
enable educators in architecture schools to take their 
students to other places in the world as a means of 
enriching the educational experience. 


Faculty members in all accredited schools of architec- 
ture in the U.S. are invited to propose programs that 
include travel anywhere in the world during any part 
of the 2004 academic calendar, Studios must be 
directed by the faculty applicant and must supplement 
a specific design studio at the faculty applicant's 
school. 


October 17 is the deadline for proposals. For more 
information and application guidelines, visit 
www.rotchscholarship.org or call/write me at 617-951- 
1433x234/kmiller@architects.org. 


Kate Gilbert Miller, Rotch Scholarship Liaison 


Call for exhibit ideas 


This the moment each year when the BSA seeks 
ChapterLetter readers’ suggestions of exhibits you 
might like to see in The Architects Building during 
the next year. 


For the past 15 years, the gallery in The Architects 
Building (where almost all BSA events/workshops/ 
meetings occur) has been enriched with an extraordi- 
nary variety of exhibits ranging from architectural 
photography and urban-design proposals to architects’ 
watercolors, Rotch Scholars’ sketch diaries and com- 
petition award-winners’ work (such as the current 
exhibit described in the adjacent column) as we seek 
to provide industry professionals and the public with 
insights into current design issues, design trends, and 
the enormously broad issues being addressed by 
design and construction professionals. 


The exhibits in The Architects Building are enjoyed 
by thousands of design professionals, Boston-area 
decision-makers, tourists and others who visit the BSA 
each month for receptions, workshops, meetings and 
other events. 


We invite you to suggest exhibit ideas by writing/call- 
ing me at kmiller@architects.org/617-95 1-1433x234. 


Contractors, engineers and other building industry 
allies have sponsored the BSA exhibits program over 
the past decade; if you are interested in this sponsor- 
ship opportunity, call Richard Fitzgerald at the BSA 
(617-951-1433x232). 


Kate Gilbert Miller, BSA Curator 


Architects and children build a 
new city in Springfield 


Fifteen children at the Sumner Avenue Elementary 
School in Springfield worked with local architects a 
few months ago in a 
special Box City pro- 
gram led by Jonathan 
Salvon AIA, president 
of the Western 
Massachusetts Chapter 
of the AIA. Staff mem- 
bers of Dietz & 
Company Architects 
worked as volunteers 
with the children’s par- 
ents as this new city 
took shape. For more 
information on this 
program, write Julie Waggoner, Assoc. AIA at 
juliew @dietzarch.com. 
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Who are the alien architects ? 


The Alien Architects Roundtable was established by 
the BSA in February of this year as a new forum for 
foreign-trained architects and foreign architects who 
have been trained in the U.S. The group currently 
includes Latin American, South American, European, 
Asian, Australian, Middle-Eastern and African archi- 
tects. Canadians who were educated before Canada 
adopted the NCARB and the A.R.E. — and even 
USS. architects who were trained abroad — are also 
part of our group. Indeed, we also welcome U.S. 
architects who are just interested to see what we are 
doing to engage in one of our monthly roundtable 
discussions 

Mission 

Our first mission is to make the U.S. architectural 
registration process fairer and easier. Currently all for- 
eign-trained architects must prove that the education 
they gained abroad meets the NCARB educational 
standard. While this sounds relatively straightforward, 
proving that your education abroad is comparable to 
that of a U.S. architect can be a long, tedious, expen- 
sive process which for some truly becomes a night- 
mare. The Alien Architects Roundtable seeks to facili- 
tate the process for foreigners by helping them com- 
prehend and compare data that must be submitted to 
the appropriate U.S. organizations that evaluate for- 
eign architects’ education. 


Our second mission is to provide a support network 
for architects arriving in the U.S. from nations 
throughout the world. Living and working in a for- 
eign country can often be strange and stressful. Most 
immigrant architects come here as individuals, not as 
parts of a large company, and often do not know 
where to get advice and assistance. We aim to provide 
that kind of support, we connect architects with their 
compatriots already in this country, and we offer other 
forms of support as needed. 


Our third fundamental mission is to promote the 
notion of a “global architect.” Foreign architects often 
feel they are more vulnerable to discrimination in a 
workplace since they are not registered in this country. 
In order to foster greater comprehension about how 
well architects are trained in other countries, we are 
now compiling an “Architectural Education Across the 
World” directory, which will eventually be available 
on our website. In effect, we have taken our nationali- 
ty and turned it to our advantage through this “global 
architect” database so that a U.S. firm (or even a firm 
outside the U.S.) seeking an architect who speaks a 
particular language or is seeking more information 
about how architecture is processed in another coun- 
try can simply search our database for the appropriate 
soul. 


We are also working with other BSA networks to pro- 
mote greater acceptance of alien architects in the U.S. 


workforce. In fact, we now have a “Friends of Alien 
Architects” section that lists firms and individuals 
actively embracing diversity in the workplace and sup- 
porting our efforts as well. 

Why “alien” ? 

The use of the word “alien” is, of course, controversial. 
When initially discussing what the group should be 
called, we pondered other names such as ‘foreign’, 
‘immigrant, etc., but none seemed to have quite the 
right ring. The BSA already had an International 
Committee but that estimable group has quite a dif 
ferent agenda. We have found that our weird name 
seems to be working to our advantage. Although peo- 
ple may laugh when they hear our name, they do 
remember us and remember what we do. (An unfore- 
seen benefit is that we are number one on the BSA’s 
very long alphabetical list of committees/task forces/ 
networks.) 


The response over the past several months to this 
effort has been nearly phenomenal. Within months, 
we had members in Chicago and those members have 
now formed their own local group linked to us by the 
internet. In time, we imagine that our colleagues in 
other parts of this country will form their own local 
versions of the Alien Architects Roundtable. 


We meet regularly at the BSA at 8:00 am on the 4th 
Thursday of each month and we invite all 
ChapterLetter readers interested in our work to join 
us...and tell all the aliens you know about us. At this 
month's meeting on September 25, we focus on how 
to “Americanize” foreign architects’ résumés. Join us 
for bagels and coffee at the BSA at 8:00 am. For more 
information, write me at debbiebentley@att. net. 


Debbie Bentley, RIBA, Assoc. AIA 
Founding Chair, Alien Architects Roundtable 


Earn free workshops as a Build 
Boston volunteer 


Every year over 100 BSA members and friends earn 
free Build Boston workshops by donating a small 
amount of time as volunteers at Build Boston. These 
volunteers — and you can be one of them — help 
set up the BSA Resource Center and the BSA Design 
Gallery, monitor workshops and help staff the BSA 
information booth. In exchange for this time, volun- 
teers attend workshops free of charge. There are still 
volunteer opportunities available for Build Boston 
this year on a first-come/first-served basis. For 
details, write/call BSA volunteer coordinator Kevin 
Neary at kneary@architects.orgb17-951-1433x221 
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Ethical extremes of free design work 


“Dialogue” moderator Rachel Munn AIA this month 
welcomes a guest moderator, Victoria Beach AIA, co- 
chair of the BSA Ethic Forum and a member of the BSA 
Board of Directors. In recent months, the BSA has heard 
a number of architects lament the fact that some of our 
colleagues are providing “free work” to corporate and 
other clients in the hope of generating more lucrative 
work as the economy recovers. The ethics of such “free 
work” are addressed in the following piece, which distin- 
guishes between pro bono publico and gratis work in 
our profession. 


Pro bono publico 

True professions must provide services to those who 
cannot pay. One would hardly argue that only rich 
people should be healthy and free. That is why the 
medical and judicial professions provide for those with 
fewer resources by working pro bono publico (for the 
public good). Even if one argues that only some peo- 
ple should be healthy and free, the prudent way to 
ensure that the ‘some’ do not fall victim to disease or 
injustice is to ensure that the many do not either: 
germs and jerks rarely discriminate. 


Law, medicine, and all legitimate, licensed professions, 
by definition, provide services that most cannot pro- 
vide for themselves but that are absolutely vital to the 
survival of society. The protection of these important 
services is the principal reason that the states grant 
professionals monopoly privileges to practice. 


If a "profession" does not consider its services vital 
enough to provide them to everyone, it is in effect 
admitting that its importance — and therefore its 
legitimacy — is in question. It can only be a matter of 
time before astute legislators might also question the 
utility or fairness of laws protecting what would 
amount to a private cartel out for its own, rather than 
the public, interest. 


However, true professions also must protect their 
long-term viability. Because professions provide servic- 
es vital to society, their continuing ability to do so is 
also vital to society. But viability requires financial via- 
bility, which makes pro-bono work seem to be at odds 
with the ethical requirement to earn money. Certainly 
a minute spent working for free is a minute that could 
have been spent earning money. But to argue against 
volunteerism in general is too base a position to enter- 
tain here. 


The more common arguments among architects seem 
to be either that pro-bono work depresses the fees that 
professionals can charge to paying clients or that tak- 
ing projects pro bono unfairly cuts into the pie of proj- 
ects available for practitioners. Both scenarios would 
obviously jeopardize the financial viability of firms, 
but both scenarios are fallacies. Since they do not exist 


without someone volunteering to do them, non-pay- 
ing projects do not affect paying projects in any way. 
Pro-bono work is simply not part of the pie. 


Gratis 

However, gratis work — free work done as a favor for 
those who can pay in hopes of getting paying work 
down the line — does produce all the damage out- 
lined above. This marketing gamble depresses fees and 
shrinks the pie of paying projects. It may or may not 
help the short-term fortunes of a particular firm but it 
certainly jeopardizes the long-term viability of the 
profession and thereby its capacity to serve the public. 
Since it is a profession's ethical obligation to safe- 
guard its capacity to serve the public, doing free 
work for clients with resources can therefore be 
considered professionally unethical. 


One problem with this ethical position is that it can 
be illegal. In 1990, a U.S. District Court ordered that 
the AIA must not discourage members from "provid- 
ing free services", arguing that this would constitute 
restraint of interstate trade under the Sherman Act of 
1890. Since 1990, therefore, the AIA and other 
national architectural bodies have removed or avoided 
such language in their ethical guidelines. This does 
not mean that individual architects cannot refuse free 
work, nor even that individual states cannot prohibit 
free work. In a national or international economy, 
however, the effectiveness of such actions without 
more universal compliance is negligible. 


The fact that it can be illegal for a profession to act in 
a professionally ethical manner is outrageous. It results 
from the architectural profession's inability to con- 
vince the judiciary that ours is, in every way, a profes- 
sion. The judiciary has determined that architecture is, 
in effect, only a commercial enterprise, prey to market 
forces like any other business and ineligible for protec- 
tion of its long-term viability. Though this opinion 
has been in place for many years, it could be reversed 
like any court ruling. Obviously, architects themselves 
are the only party positioned to attempt this. But 
should we ? 


Another problem with the position that professional 
architects must not provide gratis work is that the 
judiciary may be onto something. Architecture may 
not be comparable to other learned professions. 
Though it seems unlikely that the judiciary would do 
anything to put doctors out of business, architects 
may not be perceived as important to society as doc- 
tors. The judiciary at some point might even argue 
that architects never really did deserve the full profes- 
sional status that they (temporarily and rather recent- 


ly) have enjoyed. 


(continued on next page) 
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Should architects choose to avoid the “starving artist” 
route, we should solve the current contradiction by 
behaving professionally — pro bono publico — and by 
striving to restore our full professional status immedi- 
ately. 


So, with all this in mind, the question posed this 
month is: What do you think about this ? 


Victoria Beach AIA, Co-Chair 
BSA Ethics Forum 


Ed. note: As usual, all readers are invited to join this 
dialogue by e-mailing Dialogue editor Rachel Munn AIA 
at rachelmunn@earthlink.net. We will publish your 
comments as space allows in subsequent issues. 


Discounted fees can damage 
your client (and, of course, you) 


The following is an excerpt from the July 2003 issue of 
“Negotiating Strategies’, the national newsletter on nego- 
tiating techniques. 


“...Unfortunately, many design professionals respond 
to a weakened economy by offering discounted fees to 
prospective clients, inadvertently creating the impres- 
sion that lower fees benefit clients. These design pro- 
fessionals feed the bottom-fishing commodity-seeking 
frenzy most clients now enjoy. Instead, we must 
demonstrate that design fees are an investment, not 
simply another front-end cost in which each dollar 
saved flows directly to the bottom line. 


“Paying higher fees to the most qualified design firm, 
even in a buyer’s market, helps a client prosper. By 
investing more money in design services, clients are 
likely to earn more revenue (faster completion and 
earlier occupancy, higher rent, improved staff produc- 
tivity) and save more money through reduced build- 
ing costs (less square-footage due to more efficient 
space utilization, fewer costly building components 
and systems) and reduced operating expenses (less 
energy consumption, lower staffing levels, lower main- 
tenance costs, consolidated services). 


“When negotiating, assign a dollar value to each bene- 
fit a client is likely to receive...After grabbing a client’s 
attention by showing how to make or save large sums 
of money, describe how your team will help the client 
obtain these benefits, including the additional effort 
your team will expend. Then let those clients who fail 
to see the remunerative value of design services bot- 
tom-fish elsewhere.” 


For the full text of this article and for related articles on 
the fallacy of loss leaders, negotiating scenarios, getting 
paid on time, negotiating blenders, and turning an 
opportunity into a strategic market, visit www.strogoff- 
consulting.com or call 866-272-4364 or e-mail newslet- 
ter @strogoffconsulting.com. 


Why do women leave the 
profession ? 


Poor employment practices, difficulties in maintaining 
skills and professional networks during career breaks, 
and paternalistic attitudes cause women to leave the 
profession, according to a significant Royal Institute 
of British Architects (RIBA) research report released a 
few months ago. This research project, the first of its 
kind, was carried out by the University of the West of 
England on behalf of the RIBA. 


The RIBA researchers present their findings at “2020 
Vision: A Diversity Conference for Design 
Professionals” on November 19-20, 2003. In addition 
to the RIBA workshop, the diversity conference 
includes sessions on diversity in the Lower Manhattan 
design process, global architects, pathways to leader- 
ship for women, debunking the typical consumer 
myths about hiring individuals with disabilities, K-12 
education and the ACE mentoring program, creative 
integration of practice and the academy, diversity and 
DCAM, making it in a white profession, branding 
today to create your firm's identity tomorrow...and 
more. 


“2020 Vision: A Diversity Conference for Design 
Professionals” is sponsored by the BSA and the AIA 
Diversity Committee and is the centerpiece of Build 
Boston 2003. For details on the conference, go to , 

www. buildboston.com/diversity. , 


Ted Landsmark, Assoc. AIA, Chair 
AIA Diversity Committee 


New continuing-education 
requirements explained 


Massachusetts’ new continuing-education require- 
ments have been the subject of many questions direct- 
ed to the BSA since the state announced a few 
months ago that continuing education is now manda- 
tory for architects wishing to renew their licenses. The 
BSA has worked with the Board of Registration of 
Architects to develop a checklist of all the questions 
raised thus far with answers to those questions provid- 
ed by the Board of Registration. To review the check- 
list, visit www.architects.org and click on ‘Education’ 
on the left-hand side and then ‘Continuing 
Education’. 


For a hardcopy of the checklist along with related 
information including excerpts from the new regula- 
tion itself, AIA members in Massachusetts should send 
requests with an 83¢, 9"x12" SASE to Reg/RF, BSA, 
52 Broad St., Boston 02109; if you are not yet a 
member, enclose a $15 handling fee payable to the 
BSA along with the 83¢, 9"x12" SASE. 
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What are we 
getting for our 
dues ? 


The ChapterLetter 
feature each month 
highlights one useful 
program/service/ 
activity our BSA dues 
help underwrite. 


This month we draw 
special attention to 
the annual AGC/BSA 
Client Recognition 
Awards Program 
described on p. 3. 
This annual effort 
reflects our 
conviction that great 
design requires great 
clients and those 
clients deserve to be 
recognized. 


This annual awards 
program is one way in 
which the BSA seeks 
to acknowledge the 
effective work of 
clients/owners...and 
this is one more 
significant effort we 
help underwrite with 
our dues. 


Jim Dunn, CPA, 
Assoc. AIA 
BSA Treasurer 
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Magazine explores marriage 
of education and practice 


The September/October issue of ArchitectureBoston, 
the BSA’s bimonthly ideas magazine, examines both 
the current and historical role and nature of architec- 
tural education from the viewpoint of teachers, practi- 
tioners, and students. 


“Every year, thousands of individuals launch careers in 
design by matriculating at one of 113 nationally 
accredited institutions of architectural education in 
the U.S.,” 
notes con- 
tributor Erin 
Rae Hoffer 
AIA, execu- 
tive vice- 
president of 
the Boston 
Architectural 
Center. 
Those stu- 
dents’ expec- 
tations and 
experiences 
(and the 
future of the 
next genera- 
tion of prac- 
titioners) are 
shaped by many factors, some of which are explored 
in this issue of the magazine. 


ArchitectureBoston 


In this issue’s Roundtable, ArchitectureBoston gathers a 
group of educators who are also practicing architec- 
ture to assess the intersection of education and prac- 
tice and the challenges of doing both well. Other fea- 
tures and contributors include Kirin Joya Makker, the 
2001/2003 editor of Crit, the AIAS journal; a look at 
the MIT School of Architecture curriculum from 
1900 to the present; and an interview with John Cary, 
Assoc. AIA, the co-founder of ArchVoices, the web- 
site/e-newsletter/thinktank that focuses on architectur- 
al education and internship. This issue of 
ArchitectureBoston also features Nancy Royal’s moving 
photographs of visitors to the New England 
Holocaust Memorial. 


ArchitectureBoston is mailed to all ALA members in 
Massachusetts and all subscribers throughout the 
nation. For subscription and editorial submission 
information, call/write me at 617-951-1433x229/ 
mruckman @architects.org. For advertising information, 
write/call Brian Keefe at bkeefe@architects.org 800 
996-3863. 


Mark Ruckman, Editorial Assistant 


AIA Documents are on your 
desktop now 


Hundreds of firms and industry professionals have 
discovered the convenience of purchasing AIA 
Documents and over 200 
industry publications from the 
comfort of their own worksta- 
tions since the BSA launched 
its online, credit-card secure 
store in July — it is 
www.architects.org/store (or 
http:/Istore.architects.org). 


Firm administrators and book- 
worms alike have praised the 
BSA Store's time-saving fea- 
tures such as the key-word 
search function, recognizable 
book and document categories, 
secure credit-card processing, 
and a profile database where 
users can store multiple billing 
and shipping addresses. 


ry OF ARCHITECTURE 


THE BIG DIG AT NIGHT 


All BSA members and friends 

are urged to create a profile in TY ASSEMBLE! 
the Store database to take 
advantage of the most current 
AIA Documents list and the 
full catalogue of other publica- 
tions — and BSA members 
receive a 20% discount on all purchases. For assistance 
or for more information, call/write me at 617-951- 
1433x221/kneary@architects.org. 


SPECIFYING INTERIORS 


Kevin Neary, Store Manager 


Are you receiving us ? 4 


Do you receive the BSA’s weekly e-newsletter, 
Currents ? Do you receive the BSA e-mail inquiries 
from clients seeking architects ? Are you receiving the 
weekly news and events notices through the BSA e- 
mail system ? 


If you are not receiving any of these things, it is 
because we do not have your e-mail address. 


The BSA’s new website also relies on e-mail addresses 
as usernames for members and return users. The web- 
site is accessible to all, of course, but those who us e 
their e-mail addresses to log-on are able to purchase 
Classified listings and update firm profiles. 


If you have a new e-mail address or if you have not 
been receiving our e-newsletter or announcements, we 
may have an old or incorrect address for you and we 
hope you will provide us with your correct e-mail 
address by writing web@architects.org. 
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Are architects and specifiers 
your customers/clients ? 


As Build Boston approaches, the BSA is receiving an 
increasing number of inquiries about other opportuni- 
ties consultants, contractors, manufacturers, vendors 
and other product and service providers can reach 
architects and specifiers through the BSA. The follow- 
ing are among the numerous BSA publications and 
programs that enable advertisers and sponsors to reach 
design professionals throughout the year. 


A ArchitectureBoston is the BSA’s award-winning 
bimonthly ideas magazine; each issue is distributed 
to over 17,000 architects, specifiers and other 
industry leaders. Multiple-insert and customized 
marketing opportunities are available. For advertis- 
ing information, write/call Brian Keefe at 
bheefe@architects.org781-335-4072. 


A “Currents” is the BSA’s weekly electronic newslet- 
ter delivered every week to the desktops of over 
10,000 design professionals, product specifiers, 
decision-makers and other industry leaders. 
Sponsors'/advertisers’ messages are complemented 
with a link to their websites listed at the top of 
each weekly broadcast. For details, write/call Nancy 
Jenner at njenner@architects.org 617-951-1433 
x227. 


A The BSA website (www.architects.org) is the 
online resource for architects and other building 
industry professionals seeking products, services 
and other information. The site currently receives 
some 16,000 unique hits each month and numer- 
ous online sponsorship opportunities are available 
(including professional-development calendar list- 
ings). For details, write/call Kate Gilbert Miller at 
kmiller@architects.org 617-95 1-1433x234. 


A The Guide to Consultants, Contractors and 
Manufacturers is the BSA’s web-based product 
and service directory (www.architects.org/guide). 
This decade-old resource, available online through- 
out the year, is also printed every January as a spe- 
cial section of ArchitectureBoston and this special 
issue is distributed to over 17,000 building indus- 
try professionals. For details, write/call Pamela de 
Oliveira-Smith at psmith@architects.org/617-951- 
1433x240. (See the related story in the adjacent 
column.) 


A The BSA ChapterLetter (this newsletter), mailed 
to over 5,000 members and allies, includes adver- 
tising inserts available to everyone wishing to share 
product and service information with our readers. 
For details, call Brian Keefe at 781-335-4072. 


4 The E-mail/Telephone Directory of Architects 
is the annual, pocket-size directory of members in 
Massachusetts with their daytime telephone num- 


bers and e-mail addresses. For advertising informa- 
tion, call Brian Keefe at 781-335-4072. 


A Build Boston is of course the extraordinary con- 
vention and tradeshow now in its 19th year as the 
largest regional event of its kind in the U.S. It 
brings 300-400 exhibitors together each November 
with over 12,000 industry professionals who regis- 
ter for Build Boston (see the related story on p. 5). 
For exhibit, advertising and sponsorship details, call 
Brian Keefe at 781-335-4072. 


In addition to these options, the BSA also offers 
numerous program sponsorships, mailing list rentals, 
and other customized sponsorship and advertising 
opportunities. To explore the best marketing and busi- 
ness-development options for you, call Nancy Jenner 
at the BSA (617-95 1-1433x227). 


Consultants, contractors, 
manufacturers: October 1 
is the deadline 


The BSA’s Guide to Consultants, Contractors, and 
Manufacturers is the comprehensive guide to services 
and products for everyone in the building industry. 


The Guide, an online directory at 
www.architects.org/ guide, is printed once a year in 
the January awards issue of ArchitectureBoston, the 
BSA’s award-winning bimonthly magazine, which is 
distributed to over 17,000 architects, allies in the 
building industry and others with an interest in 
design and construction. The online directory is cur- 
rently visited by an average of 4,000 unique users 
every month. 


New features of the online directory include search- 
able categories and an automated renewal and update 
process, With this new technology, advertisers can 
now edit your firm's 50-word description of services 
or contact information, review your listing expiration 
date, renew a listing, or post a new listing at any 
time...all within the BSA’s secure website. 


Contractors, consultants and manufacturers and their 
representatives in the building industry who wish to 
be included in the 2004 edition of the Guide should 
visit www.architects.org today. All advertisers who pur- 
chase an online listing for a full year by October 1 
automatically will be included in the January listing in 
ArchitectureBoston. 


For details, visit www.architects.org/guide or write/call 
me at psmith@architects.org 617-951-1433 x234. 


Pamela de Oliveira-Smith, Guide Editor 
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Mentoring program takes off 


The new BSA Mentoring Program is up and running 
with a list of architects eager to share their insights 
and experiences with young designers and perhaps to 
develop a lasting relationship with such a colleague. 


Volunteer BSA mentors include AIA Fellows, firm 
principals, a range of other AIA members and other 
leaders in the community. The goal of the program is 
to provide a vehicle for young designers to discuss 
their career growth and goals with objective advisers 
outside their own firms. The program also meets the 
IDP’s mentor requirement. 


Mentoring meetings occur at times and places chosen 
by the two participants. There are no rules, agendas or 
requirements to participate in the program other than 
the enthusiasm you bring to either side of the partner- 
ship. Matches of mentors and young designers are 
based on a short questionnaire completed by both 
parties. The Mentoring Committee co-chairs use the 
questionnaire responses to make the best match possi- 
ble. The rest is up to you — the Committee will 
touch base from time to time to gather useful feed- 
back on the program and to respond to questions. 


The program is open to all BSA members and others 
at no cost. To volunteer as a mentor or to find a men- 
tor, visit www.architects.org/mentoring and complete 
the questionnaire. With questions, write Committee 


co-chairs Jeff DeGregorio AIA (jdegregorio@payette. com) 


or Tom Robinson AIA (robinson@wilsonarch.com) 


David Dixon FAIA, President 


BSA offers 500 scholarships 
for Build Boston workshops 


Once again this year, 500 professional-development 
scholarships are available for young architects, engi- 
neers, contractors, interior designers, landscape archi- 
tects, facility managers, and other young building 
industry professionals interested in the professional- 
development, networking and career enrichment 
workshops at Build Boston in November. Each of 
these full-tuition scholarships covers the cost of a 
Build Boston workshop. 


The scholarship program was established in 1999 to 
honor the memory of Tony Platt FAIA. Tony, who 
died in late 1998, conceived Build Boston in the early 
1980s and remained its guiding visionary throughout 
the rest of his life. At the heart of Tony’s vision was his 
commitment to broadening the intellectual and pro- 
fessional opportunities for everyone in the building 
industry...especially young professionals. For scholar- 
ship details, write/call bsa@architects.org!/617-951- 
1433x221. oS 


Black architects gather 
monthly at the BSA 


A new network of black architects and other black 
industry professionals has come together for informal 
Friday evening gatherings each month at the BSA. 
This month it is September 19 and we begin at 6:00 
pm with beer and pizza on the 5th floor of The 
Architects Building (52 Broad Street, Boston). 


This an opportunity for black professionals to share 
information on career development, job opportuni- 
ties, professional-development options, and anything 
else of interest — it is also an opportunity for regular, 
informal networking. We gather on the third Friday of 
each month (except August). 


All black professionals are welcome to join us — BSA 
membership is not required. Although there is no 
charge for these monthly gatherings, we need to know 
you are coming so we order enough refreshments. To 
confirm you attendance, write/call the BSA by 9:30 
am on the day of the meeting at bsa@architects. og 
617-951-1433x221. 


With questions or comments, write/call me at 
eelaj@aol.coml617-423-1700. 


Jay Lee, Assoc. AIA 


Do you want work? visibility? 


The BSA website (www.architects.org) includes inter- 
active design-firm listings. The new online listing for- _ 
mat is both an excellent resource for clients and others 
seeking information about BSA firms and an interac- 
tive internet tool. Easy to edit by firm administrators, 
this new online directory takes advantage of the fluid 
nature of internet publishing to create a resource that 
is constantly changing and current. 


AIA firms and sole practitioners in Massachusetts are 
encouraged to keep their profiles current through the 
easy update form online. AIA firm principals were 
recently sent information on how to update firm list- 
ings. If you are not sure of the process or have mis- 
placed your log-in information, send your firm name 
to BSA membership director Penny Mitchell at 
pmitchell@architects.org and she will come to the res- 
cue. 


In addition to the AIA firm directory, the new website 
includes a directory of Corporate Affiliate members, a 
directory of firms that do residential and small-com- 
mercial design, a BSA membership directory and a 
directory of AIA chapters. 
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Democrats, free work, and the 
Greenway are on the agenda 


BSA president David Dixon FAIA reports regularly in 
this column on the work of the BSA Board of Directors. 


A Vice-president Brian Healy AIA is leading the 
effort to ensure that the architectural community 
takes full advantage of the national spotlight when 
the Democratic National Convention comes to 
Boston in July of next year. Healy notes that the 
transformation of Boston over the past half-century 
and the extraordinary reshaping of the city as a 
result of the Big Dig, the development of the South 
Boston Seaport District, and the extraordinary 
expansion of facilities on college campuses 
throughout Boston and Cambridge, all reflect the 
emergence of a new Boston and also reflect the 
strength of the architectural community in this 
region. Healy and others are seeking ways to exhib- 
it this new Boston to the rest of the world next year 
and to remind ourselves of how much this city has 
changed. 


A The ethics and professionalism of providing 
prospective clients with design services gratis 
was raised during a recent Board discussion. It was 
noted that design firms that seek work from clients 
by offering initial services at no cost may well be 
undermining the profession while also misleading 
clients about the value of design services. The BSA 
Ethics Forum and other BSA networks continue to 
address issues such as these (see the related story on 
p. 10). 


A The Rose Kennedy Greenway continues to be a 
hot issue as the design of the Chinatown, North 
End and Wharf District parcels continues to stimu- 
late debate. While the design of the Chinatown 
and the North End parcels seems to be moving 
along appropriately, there is considerable concern 
that the design efforts focusing on the Wharf 
District parcel have faltered. Board members 
Robert Brown AIA and Marc Margulies AIA con- 
tinue to represent the BSA in the almost-weekly 
state and city task force meetings/hearings on the 
Greenway design issues. 


A The national debate over specialty certification 
for architects continues to gather steam as the 
national office of the AIA establishes a special task 
force to study this issue. BSA members Chuck 
Redmon FAIA and Victoria Beach AIA have been 
named to this national task force. 


A Board member Tom Keane has been commended 
at several recent Board meetings for the thoughtful 
commentary he provides on the city of Boston and 
a broad range of design-related issues in his twice- 
weekly Boston Herald column. 


A Each month the Board enjoys an informal presen- 
tation by a BSA committee chair in order to keep 
the Board attuned to the work of the vast array of 
BSA committees and other networks. At recent 
meetings, Board member Jim Batchelor AIA sum- 
marized the work of a dozen of practice-related 
committees/networks, most of which he noted 
are actively increasing their use of the BSA website 
and its coming enhancements as a primary com- 
mittee tool. Membership Committee chair 
Elizabeth Spelman, Assoc. AIA provided the Board 
with a description of the free monthly career pro- 
grams the Committee has been offering for young 
professionals and others (see p. 6), drew attention 
to the Committee's monthly “Dialogue” column in 
the ChapterLetter (see p. 10), and noted that the 
Committee was working with the state to clarify 
the continuing-education requirements now 
mandatory in Massachusetts. And Robert Sturgis 
FAIA, long-time chair of the BSA Regional Design 
Committee, described the work of that committee 
and, to his surprise, was presented with a special 
Certificate of Appreciation by BSA president 
David Dixon FAIA; the honor recognized Sturgis’ 
thoughtful role as an advocate of urban design and 
regional design excellence over several decades. 


A The emergence of several new BSA networks was 
noted at recent Board meetings. Of special interest 
are the Black Architects Forum (a social and profes- 
sional network for black architects inaugurated by 
Jay Lee, Assoc. AIA — see p. 14), the Design 
Library Wizards (a monthly gathering of design- 
firm and design-school librarians — see p. 7), the 
Design Innovation Roundtable (a network of high- 
end residential product designers/manufacturers/ 
vendors), and the Alien Architects Roundtable (a 
new network of architects from other nations — 
See'p.-9); 


For more information on the activities of the Board of 
Directors, call/write Richard Fitzgerald at 617-951- 
1433x232/ rfitzgerald@architects.org. 


David Dixon FAIA, President 
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Do you write ? 


Design professionals and all other ChapterLetter read- 
ers are encouraged to propose story ideas and to pro- 
pose writers/contributors (including yourself) for next 
year's issues of ArchitectureBoston. Editorial guidelines 
are available online at www.architects.org (click on 
‘Publications’ and then ‘ArchitectureBoston’). 
Suggestions and proposals may be e-mailed directly to 
ArchitectureBoston editor Elizabeth Padjen FAIA at 
epadjen@architects.org. 


A In the September/October issue of 
ArchitectureBoston, which you just received, we explore 
architectural education (see p. 12). 


A The November/December issue will focus on 
“Spirit” — the ineffable in architecture, memory, the 
loss/re-use of religious spaces and related issues. 


A The January/February annual awards/year-in- 
review issue includes the round-up of design efforts 
honored throughout 2003 in the BSA’s design awards 
programs. 


& The March/April issue theme is “Big” — big 
plans, big buildings, big ideas — our fascination with 
bigness and its effects on what we build. Story ideas 
are welcome and the story-proposal deadline is 
September 15. 
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A The May/June issue focuses on “Cape Cod” as 
workplace/vacationland/idea. Story ideas are welcome 
and the story-proposal deadline is November 1. 


A The July/August issue (“Conventions”) is inspired 
by the arrival of the Democratic National Convention 
in Boston as we focus on conventional thinking — 
what do we think we know and how does it limit us ? 
We examine myths and realities in our profession and 
in the industry as a whole. The story-proposal dead- 
line is January 1, 


A The September/October issue addresses “Risk” — 
risk and creativity, failure and motivation. The story- 
proposal deadline is March 1 


A The November/December issue theme is “Blur” 
— the erasure of physical, professional and social 
boundaries and the new momentum to create connec- 
tions. The story-proposal deadline is May 1. 


If you have an idea that you think appropriate for any 
of these coming issues, e-mail Padjen now to begin 
the discussion; her address is epadjen@architects.org. 


Mark Ruckman, Editorial Assistant 


BSA welcomes new program 
and service staff professionals 


Three new young professionals have joined the BSA 
staff in the past few months to enrich the BSA’s finan- 
cial management, office management, and advertising 
and production operations. 


Li Lei, who graduated from the University of Rhode 
Island with a degree in business administration, is the 
new member of the BSA accounting staff. Since grad- 
uating from college, Li has worked as a software quali- 
ty assurance engineer and as an accountant. Li handles 
the large volume of day-to-day financial management 
tasks as an assistant to BSA controller John Hoyt. Li 
can be reached at the BSA at extension 236...and Li 
is fluent in Chinese as well as English. 


Kevin Neary, a recent graduate of Wesleyan University 
with an honors degree in film studies, is the new BSA 
office manager. Kevin's is the voice you are most likely 
to hear when you call the BSA as he handles the 
scheduling of committee meetings, workshops and 
other events in The Architects Building and also 
serves as manager of the BSA Store, the online source 
of AIA Documents and hundreds of other publica- 
tions. Kevin's experience over the past few years 
includes administrative and customer-service roles at 
the Coolidge Corner Theatre Foundation and New 
York City’s World Education Services; Kevin has also 
worked as a production assistant on a Discovery 
Channel program about the Big Dig. Kevin, who can 
be reached at extension 221, succeeds Meghan Warner 
in this BSA role — Meghan is off to graduate school 
at the University of lowa. 


Pamela de Oliveira-Smith is the BSA’s new advertising 
and production coordinator and succeeds Janine 
Soper in that role. (Janine is on the way to becoming 
an architect at the University of Texas-Austin.) 
Pamela, a graduate of the University of Missouri, 
brings an extensive professional background in man- 
agement, marketing, business development, web 
design and content development, production of edu- 
cational campaigns and good deal more. Pamela is 
working on a variety of BSA projects while serving as 
production assistant for ArchitectureBoston magazine 
and editor of several of the BSA’s advertising and list- 
ing services. Pamela can be reached at the BSA at 
extension 240. 


As we welcome these new BSA staff members, we also 
bid adieu to Joanne Lepp-Naiman, who has, among 
other things, served as production assistant on this 
newsletter since her arrival at the BSA. Joanne is off 
on her next career adventure and we will miss her 
effervescence around the office. 
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British architects bring 
RIBA to New England 


If you are a British architect, engineer, landscape 
architect, quantity surveyor...or if you have trained or 
worked in the U.K....or if your firm has an office or a 
project in Britain...or if you are simply an irrepress- 
ible Anglophile, we have a group for you. 


The recently formed New England Chapter of the 
Royal Institute of British Architects (RIBA) is now 
meeting monthly and its activities include visits to 
notable buildings in this region. We are also working 
closely with the BSA to promote the special relation- 
ship between the U.S. and the U.K. A joint meeting 
with the BSA’s International Committee is planned 
to explore the differences and similarities of working 
in the U.S. and the U.K. In addition, a number of 
British leaders including past RIBA president Frank 
Duffy and Kathryn Findlay of Ushida Findlay will be 


presenters in Build Boston workshops in November. 


For more information, visit our new website 
(www.riba-usa.org) or e-mail me directly at 


debbiebentley@att.net. 
Debbie Bentley, RIBA, Assoc. AIA 


Architects offer scholarship 


The Central Massachusetts Chapter of the AIA has 
established an annual scholarship program intended 
to encourage and support students studying architec- 
ture or planning to do so. The $1,000 annual scholar- 
ship is available to a high-school student or to a col- 
lege student enrolled in a professional architecture 
degree program (the student must either reside in or 
attend school in Central Massachusetts). 


The chapter made its first scholarship award this year 
to Gregory Erickson of Grafton. For more informa- 
tion on the scholarship program, write Nancy Jenner 
at njenner@architects.org. 


Will you host an out-of-town 
designer ? 


Each year, designers from 40 states and a dozen other 
nations come to Build Boston and some of these — 
especially young designers — annually seek alterna- 
tives to expensive hotel rooms. With this in mind, the 
BSA is once again gathering names and e-mail 
addresses of individuals willing to host an out-of-town 
designer during Build Boston, November 18-20, 
2003. Young designers (and mature designers without 
expense accounts) who seek a bed for a night or two 
will contact you directly through e-mail. 


This is a great way to meet colleagues from other 
states and share your enthusiasm for Boston. Host 
accommodations will make it easier for out-of-town- 
ers to attend general Build Boston sessions as well as 
the fourth annual Women in Design conference on 
November 18, the two national conferences-within-a- 
conference — “2020 Vision: A Diversity Conference 
for Design Professionals” on November 19-20 (spon- 
sored by the BSA and the AIA Diversity Committee) 
and “Fast Forward” on November 20 (sponsored by 
ArchVoices and the BSA for young designers). 


For more information, download the simple ‘Build 
Boston host-accommodations form’ online at 
www.architects.org/buildboston or writelcall me at 


kneary@architects.org 617-95 1-1433x221. 
Kevin Neary, BSA Concierge 


Mortgages, college planning 
and other services available 


The partnership the BSA recently created with the 
Tremont Credit Union already has proved useful to 
many BSA members seeking services such as retire- 
ment planning, investment planning, maximizing 
pensions, planning for children’s college expenses, 
long-term care and Medicaid planning, 401(K) plans 
for sole proprietors, ownership transition planning, 
and the full range of medical, dental, life and disabili- 


ty insurance services. 


Representatives of the credit union offer BSA mem- 
bers (individuals and firms) complimentary consulta- 
tions on all of these issues and a good deal more. 


In addition, BSA members seeking home mortgages 
will find the credit union of particular help. As a 
member-owned nonprofit organization, the credit 
union's mortgage rates are always at or below market 
rates with minimal fees. There is even an online mort- 
gage approval service — visit www.tremontcu.org or 
call 866-859-6546 for a letter of approval in about 15 
minutes through the credit union service called 


MortgageClick. 


For more information on any of these services, call me 


at 781-843-5626x131. 


David Pfeil 
Tremont Credit Union 
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Would you like 
to live with 
the BSA? 


The BSA occupies 
the top three floors of 
The Architects 
Building (above) in 
downtown Boston 
and our single tenant 
— Consulting For 
Architects (CFA) — 
occupies the bottom 
three floors. CFA is 
interested in 
subletting some of its 
space. Interested? 
Call Donna Mullen at 
CFA (617-261-0090). 


A new M. Arch. program is accredited. 
The master of architecture degree program at Roger 
Williams University in Rhode Island has received full 
accreditation from the National Architectural 
Accrediting Board retroactive to January 1, 2002. 
Offered through the School of Architecture, Art and 
Historic Preservation, led by Dean Stephen White, 
this will be the School's primary professional degree 
program in architecture (the B. Arch. program already 
had been accredited). For more information, call 401- 
254-3500. 


Design-firm salaries rise but bonuses 
decline, according to a recent article in Design 
Firm Management & Administration Report 
(DFMAR), the national practice newsletter. The arti- 
cle is a review of the most recent PSMJ Resources sur- 
vey and offers some analysis of the survey results and a 
half-dozen tables/charts comparing salaries, benefits 
and hourly rates of employees ranging from principals 
to junior project managers. For a copy of this article 
(available only by mail), members in Massachusetts 
should send requests with a 37¢ SASE to Salaries/RF, 
BSA, 52 Broad St., Boston 02109; readers who are 
not yet members should include a $15 handling fee 
payable to the BSA along with the 37¢ SASE. (For 
subscriptions to DFMAR, write rcochran@ioma.com 
or call 212-244-0360.) 


$200,000 in new grants have been made through 
the Green Buildings Initiative of the Massachusetts 
Technology Collaborative (MTC). These grants are 
meant to assist a dozen developers throughout 
Massachusetts incorporate renewable-energy technolo- 
gies into their new and renovated energy-efficient 
buildings. This round of grants focuses on a variety of 
projects including modular housing in Worcester, 
industrial revitalization in Amesbury, affordable hous- 
ing in Cambridge, and the Provincetown Art 
Association and Museum. For details on these and the 
other grantees, call Judy Silvia at MTC (617-973- 
8654). 


Libeskind’s design for the World Trade Center 
site in Lower Manhattan was the focus of a special 
presentation at the AIA Convention in San Diego ear- 
lier this year. A discussion focusing on the design 
included panelists Robert Ivy FAIA, Frances Halsband 
FAIA, Stanton Eckstut FAIA and Paul Goldberger, 
Hon. AIA. The presentation/discussion is now avail- 
able by streaming video as an AIA eClassroom session 
at Mttp:/leclassroom.aia.org, the AIA distance-learning 
site. There is no charge for AIA members, who earn 
two AIA Learning Units with this 90-minute course. 
Readers who are not yet AIA members can sign on for 
a fee of $49.95. 


“Performance of Commercial Activities” is 
the title of OMB's Circular #A-76, which guides com- 
petitive sourcing activities for the federal government. 

The revised version of this circular is now available, 


according to the national AIA Government Affairs 
Office, and the following links provide access to the 
new regulation, supporting documentation for all 
OMB circulars, and a Government Executive Magazine 
article on the revised edition of Circular #A-76: 
govexec.com/dailyfed/0503/052803p 1.htm and 
whitehouse.gov/omb/circulars. 


Niall Kirkwood has been named the new chair of 
the Harvard GSD Department of Landscape 
Architecture. Kirkwood, who succeeds George 
Hargreaves, has been on the GSD faculty since 1992 
and has served as director of the master in landscape 
architecture degree programs and is the founder and 
current director of the Center for Technology and 
Environment. He was with Hannah/Olin in 
Philadelphia before coming to Harvard. 


Do you want a Techbilt home ? In the early 
1950s, Carl Koch FAIA designed a series of Techbilt 
contemporary homes in the Kings Grant neighbor- 
hood in Weston, each on about 1.5 acres of wooded 
land. “We bought ours as the third owners in 1964,” 
reports owner John Fiske, “and we are now moving 
and just beginning the process of deciding how to sell 
our Carl Koch house.” Fiske notes that “the trend in 
my neighborhood is for developers to buy these pio- 
neering homes and destroy them immediately in order 
to replace them. It seems a shame for an architectural- 
ly significant home in very good condition to go to 
the dump. If anyone out there is interested in consid- 
ering purchasing and saving this example of Koch's 
work, please write/call me at jadamsfiske@yahoo.coml 
617-354-7133.” 


BSA | Sep 2003 18 


AIA Documents 
list is revised 


The most current AIA 
Documents list and 


order form — 
including current 
2003 prices — is 


available to 
download from the 
BSA website 
(www.architects.org, 
click on “Quick- 
links”) or write/call 
bsa@architects.org/ 
617-951-1433x221 to 
request your free 
copy or mail/fax your 
name and address 
and request for the 
list and order form to 
the BSA, 52 Broad 
St, Boston 02109/fax 
617-951-0845. 


© 2002 The New Yorker Collection, J.P. Rini from cartoonbank.com, All rights reserved. 
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Competitions/Awards/... 
Grants 


Grants for environmental activists; 
1/15, 5/1 & 9/15 deadlines; N.E. Grass- 
roots Environment Fund (802-223-4622) 
/info@grassrootsfund.org,.. Brunner Grant 
to support advanced study in the are and 
science of architecture; open to U.S. citi- 
zens working in architecture or related 
fields; $15K; 11/01 deadline; wrnaian.orng 
...Visiting Scholars Program for archi- 
tects; 11/1 appl. deadline; Canadian 
Centre for Architecture; studyctr@cca.qe.cal 
514-939-7000...Rotch Travelling Studio; 
11/1 appl. deadline; krniller@ architects.org 
...Rome Prize Competition; 11/1 dead- 
line; wuww.aarome.org/2\2-751-7200... 
Sacred space design competition; 12/31 
reg, deadline; wrw.uri.org/ designcomp or 
Bill Liskamm FAIA at interfaithcomp@ 
aol.com...Gypsum Board design and 
construction awards program; $3K in 
prizes; 12/31 entry deadline; 202-289- 
5440/www.gypsum.org ...Rotch Travel- 
ling Scholarship; 1/1 appl. deadline; 
kmiller@architects.org... Loeb Fellowship 
program at GSD; 1/6 appl. deadline; 
syoung@ gsd. harvard.edul 617-495-9345 
for application materials... Fellowships 
for women; women design students seck- 
ing master’s and first professional fellow- 
ships; 1/10 deadline; American Association 
of University Women, www.aauw.org 319- 
337-1716 x143... National Trust for 
Historic Preservation annual poster de- 
sign competition; 1/20 submission dead- 
line; preservationweekatnthp.org 202-588- 
6037...“Green” grants; Deutsche Bank 
Environmental Grants for nonprofits 
tackling urban revitalization and sustain- 
ability issues; rolling deadline; 
www.cib.db.com/community or 
gary.s.hattem@db.com...Graham Fellow- 
ship in Design; post-grad fellowship at the 
NEA; 202-682-5078 (Kristina Alg) or visit 
the website at 
Mutp:/larts.endow,gov/learnijobs/ 
jobsmenu.himl...Black female architecture 
scholars and other professional women 
wanted; grants/fellowships of $2K— 50K for 
black female scholars pursuing degrees in 
architecture and other professions; 
www.aauw.org and click on ‘fellowships’ 
...Lyceum Fellowship for architecture stu- 
dents; www. lyceum-fellowship.org... Historic 
preservation grants; Mass. Historical 
Commission/$300,000; 617-727-8470/ 
www.magnet.state.ma.us/sec/mhec. ..Predevel- 
opment Assistance Program funds to 
support early-stage economic develop- 
ment projects in Mass.; rolling deadlines; 
800-445-8030 (Mass. Development 
Finance Agency)...Victorian-era build- 
ings awards (exteriors or interiors), pub- 
lic places, open spaces, etc.); Jack 
Grinold, 48 Greycliff Rd. Brighton MA 
02135...AIA Honors & Awards pro- 
grams including the Gold Medal, Kemper 
Award, Whitney Young Citation, Honor- 
ary AIA Membership, Design Honor 
Awards, 25-Year Award, Urban Design 
Awards, AIA College of Fellows, Honor- 
ary Fellowship, Thomas Jefferson Awards 
for Public Architecture, Young Architects 


Citation, Library Building Awards, Insti- 
tute Honors, Architecture Firm Award, 
Henry Bacon Medal, Topaz Medallion for 
Education, Brick in Architecture Awards, 
Interior Architecture Awards, Concrete 
Masonry Design Awards, Cedar Design 
Awards, etc.; deadlines vary; 617-951- 
1433x221 (ask for the Annual Awards 
Schedule),..Architectural grants/fellow- 
ships/scholarships resources; the Foun- 
dation Center Library/Associated Grant- 
makers of Mass.; 617-426-2606...Minor- 
ity/Disadvantaged Scholarship pro- 
gram; annual AIA/AAF Scholarships; 
202-626-7511 (Mary Felber)...Aga 
Khan Award, Pro-gram Procedures, 32 
chemin des Crets-de-Pregny, CH-1218 
Grand Saconnex, Geneva, Switzerland 
($500K in prizes; rolling deadlines)... 
Student competitions: programs & 
deadlines vary; 202-626-7472 (ALAS); 
212-924-7000 (NIAE); 202-785-2324x2 
(ACSA/Wood Products Council); 
DuPont Benedictus Design Competition; 
202-628-0448 (ACSA)...Fulbright 
grants for architects and urban planners; 
www. iie.org/cies, 202-686-4000 (fax 202- 
362-3442)...NEA design project grants 
and individual grants/fellowships (up to 
$20K) for designers; 202-682-5437... 
The MacDowell Colony residency for 
architects; 1/15, 4/15 & 9/15 seasonal 
deadlines; www.macdowellcolony.org/503- 
924-3886...Peace Corps assignments 
throughout the world; rolling deadlines; 
wu, peacecorps.gov...For details on the 
American Architectural Foundation 
Richard Morris Hunt Fellowship and nu- 
merous AIA-related fellowships and 
scholarships for minorities/disadvantaged 
individuals, professional degree candi- 
dates, health facilities design, research and 
other purposes, including the RTKL 
‘Traveling Fellowship, call 202-626-7511 
.--“ArchVoices”, the superb website for 
young designers, also provides informa- 
tion on scholarships; www.archvoices.org 
«ArchitectureWeek Calendar” 
(www.architectureweek.com) includes an 
online listing of design competitions... 
“Competitions” magazine reports regu- 
larly on design competition results; for a 
subscription, call 502-451-3623...Com- 
petition websites recommended by BSA 
members: www.deathby arch.com; 

www. planetizen.comlannounce, and 
www.archiseek.com. 


Workshops/ 
Conferences 


S 
Build Boston 2003; 11/18-20; 200 
workshops/award-winning design exhibits/ 
350 product exhibits/12,000 design & 
construction professionals/the awards cele- 
bration and clients networking extravagan- 
za; for exhibit, advertising and sponsorship 
opportunities, call 800-996-3863 (Brian 
Keefe)... BAC continuing-ed courses; 
9/4-12/20; building technology, CAD, 
decorative arts, etc.; 617-585-0101/ 
ce@the-bac.edu...Colonial revival in 
America conference; 9/25-27, Salve 
Regina University, RI; 800-35 1-0863/ 
401-341-271 1/historic@salve.edu...Archi- 


tectural Record’s Innovation Confer- 
ence; 10/8-9, NYC; 212-904-4634... 
“People in Place” conference on the 
“spirit of place”; 10/9-10, Durham, NH; 
www,sustainableunh.unh.edulevents.htm or 
jstadler@cisunix.unh.edu...“Secure the 
Government Market”; workshop on get- 
ting federal work; 9/11-12, Boston; PSMJ 
Resources, wwtw.psmj.com or 800-537- 
7765...AutoCAD Certificate Program; 
Wentworth Institute of Technology; 617- 
989-4309...Crafts workshops at Snow 
Farm, Williamsburg MA; Apr-Oct; 413- 
268-3101...GSD executive education 
seminars; Jun-Dec; 617-496-0436/ 
www.gsd.harvard.edulexeced... Historic 
Preservation Studies courses; May-Oct; 
Campbell Center/ Illinois; 815-244-1173 
...Online professional development is 
available through the BSA’s partnership 
with RedVector.com, which offers over 
400 online courses and dozens of home- 
study programs for BSA members and 
allies; visit www.architects.org for details, 
click on ‘Education’... Wentworth Insti- 
tute professional and continuing studies 
programs; 617-442-9010x446...MIT/ 
CRE summer professional development 
courses; 617-253-4373...IIDA New 
England programs: Boston (617-482- 
3232, Dianne Dunnell); Hartford/Spring- 
field (860-659-1010x2380, Stevanie 
Demko); Portland/ Portsmouth (207- 
671-4973, Pam Napolitano)...Plan- 
ning/Zoning Appeals Boards training 
sessions; Citizen Planner Training Col- 
laborative; www.umass.edu/masseptd 413- 
577-3642...Zoning clinics; every Tues., 
8 am—4 pm; Boston Plans & Zoning 
Unit (5th fl), 1010 Mass, Ave., Boston 
(617-635-5300 x1300)... Northeastern 
University Center for Continuing Edu- 
cation Building Design and Manage- 
ment courses; 617-320-8000...Jewish Vo- 
cational Service career, job-hunting and 
related workshops; 617-965-7940... 
Women’s Educational and Industrial 
Union career services workshops and 
other services on job-hunting and other 
career issues; 617-536-5657...BU Pro- 
gram for Real-Estate Studies; 617-353- 
3013...Real-estate management courses; 
www. irem.org. 


Exhibits/Lectures/ 
Tours 


BSA exhibits (sce p. 8)...BSA int'l 
design tours; 888-802-8303 (see p. 
20)... Boston Preservation Alliance 
preservation achievement awards event; 
9/17 on the roof of the Motor Mart 
Garage in Boston; 617-367-2458/ 

www. bostonpreservation.org...Castle Hill 
architectural lecture series; 9/18 (Pauline 
Metcalf on interior design), 10/23 (David 
Easton on “English taste and American 
comfort”; www.craneestate.org 978-356- 
7774... Architectural walking tours; 
May-Oct; the Freedom Trail, Victorian 
Back Bay, the South End, “Boston By 
Little Feet”, Beacon Hill, the North End, 
Boston underground; Boston By Foot, 
617-367-2345...Architectural history 
exhibit featuring Peter Vanderwarker's 
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Design awards 
jurors’ comments 
are on the web 


The written 
comments of jurors 
in the BSA’s most 
recent design 
awards programs — 
including the BSA 
Honor Awards, 
unbuilt architecture 
and all of the BSA 
design awards 
programs that focus 
on specific project 
types — are on the 
BSA website 
(www.architects.org, 
click on “Design 
awards programs”). 


These jury comments 
frequently include 
tips from the jurors 
on how to improve 
awards program 
submission portfolios. 


Printed versions of all 
jury comments in all 
BSA design awards 
programs are also 
available by mail; 
send requests for 
specific program 
comments with a 55¢ 
SASE to Jurors’ 
Comments/RF, BSA, 
52 Broad St., Boston 
02109, 


rtunities 
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photography and the Bostonian Society's 
historical collections; through 3/04; 617- 
720-1713x13...Walking tours of Jam- 
aica Plain; Jun-Sep; 617-524-5992... 
Historic Shirley-Eustis House cours; 
Jun-Oct, Boston; 617-442-2275... Free- 
dom Trail tours (Apr-Nov; 617-242- 
5642)...Museum of Science lecture 
series; 617-589-0419...Black Heritage 
Trail (year-round; 617-742-5415... 
SPNEA programs and Gropius House 
tours (year-round); 617-227-3956...MIT 
Museum exhibit of the work of Doc 
Edgerton; 617-253-4405...Historic 
architectural drawings exhibit at the 
Library of Congress; 800-551-7328... 
“The Four Shapes of Boston: 1630 to 
the Present” and “The Reshaping of 
Boston: The Contemporary City”; two 
slide-lectures on Boston's architectural 
history available co rent (with speaker); 
617-367-2345...Art & architecture 
tours of the BPL; 617-536-4000x212... 
Moakley Courthouse public tours; first 
Tues. monthly, 1:00 pm; Rebecca Ulanoff 
(617-748-9633). 


Community/Professional 
Opportunities 5 
“Learning By Design in Massachusetts”; 
BSA partnership with school-based 
programs; architects encouraged to call/ 
write njenner@architects.org617-951- 
1433x227...Wentworth's accredited bac- 
calaureate program in interior design is 
secking architects and interior designers 
to participate in end-of-semester student 
design reviews; adjunct teaching positions 
are also frequently available in studio and 
technical courses; for details, write/call 
Herb Fremin at freminh@ wit.edul617- 
989-4051...Design professionals sought 
for Boston Learning Society seminars in 
Needham; 781-453-9800...Teachers/ 
Practitioners: the BAC is seeking instruc- 
tors in the decorative arts, wood-frame 
construction, mechanical/electrical sys- 
tems, materials, methods and contract 
documents, structures (many of these 
related to the A.R.E.); 617-536-317x258 
.. The Boston Museum of Science seeks 
professionals to teach problem-solving, 
computer applications, interdisciplinary 
topics, and a variety of other courses; call 
617-589-0364 (Brent Jackson). 


Publication one 
Opportunities iS 


ArchitectureBoston, the BSA bimonthly 
magazine; for editorial and advertising re- 


quirements, call/write Nancy Jenner at 
617-95 1-1433x227/ njenner@architects.org 
...Boston Globe architecture critic Robert 
Campbell FAIA is interested in hearing 
from BSA members about interesting new 
architecture, landscape, urban design, con- 
troversies and other news; write Campbell 
at camglobe@aol.com!54 Antrim St., Camb- 
ridge 02139-1102... Boston Herald archi- 
tecture critic David Eisen is secking BSA 
members’ work on housing, interiors, 
urban design, great public projects, tiny 
private retreats, etc.; mail non-returnable 
information to Eisen at 119 Braintree St., 
Boston 02134... Banker & Tradesman ar- 
chitecture critic Jeff Stein AIA welcomes 
story ideas; write steinj@wit.edu... Banker 
Tradesman is also secking BSA members 
to write technical, informational, trend 
and opinion articles for its monthly com- 
mercial section and its quarterly magazine, 
“Structures”; call/write Tim DeFeo at 781- 
641-1771/ timdefeo@yahoo.com. ..BSA 
members who have designed barn con- 
versions are invited to write Ashley 
Rooney (earooney@ren.com), author of a 
coffee-table book on such conversions 
who is seeking examples (deadline is 
9/15)...Facility management best prac- 
tices articles/research/white papers by 
design professionals are sought by the 
AIA Facility Management Committee for 
publication on the AIA website; 10/3 
deadline; finbestpractice@aia.org. ..Seaside 
cottages and new American or traditional 
cabins architecture; examples sought for 
Rizzoli book; for details, write Linda 
Leigh Paul at media@ipns.com...“Fast 
Company” is seeking examples of cool 
workplaces designed by BSA members for 
a regular feature in the magazine; schools 
museums and residential projects are not 
being considered for this feature but 
almost everything that qualifies as a work- 
place is; electronic images may be sent to 
ltischler@fastcompany.com and hardcopy 
images to Linda Tischler, Fast Company, 
77 No. Washington St., Boston 02114... 
BSA members who design homes are 
invited to submit designs for a book on 
“extraordinary homes” with a focus on 
built-in conveniences; for details, write/call 
Carol Abrahamson (carol@stockdocs.coml 
928-284-5753 )...BSA members who 
have designed interiors in Arts & Crafts, 
bungalow, Colonial, Cape Cod or saltbox- 
style homes are invited to submit work for 
a new book by Treena Crochet/The 
Taunton Press; for details, write styleltd@ 
msn.com...Solid & Engineered Surfaces 
industry magazine reporter/architect seeks 
information on solid and engineered serv- 
ices in built projects; BSA members inter- 
ested in contributing images and other 


information to the story should call 
Barbara Nadel FAIA (718-793-7106)... 
“Materiality for Design”, a Princeton 
Architectural Press book, is seeking sub- 
missions from AIA members in Massachu- 
setts; for details, write Victoria Ballard Bell 
at vbbell@bellsouth.net...Architects want- 
ed to write articles for a fee on high-end 
design with Velux products; write Vibeke 
Rieneck at vir.mac@velux.com...Residen- 
tial projects using copper (by BSA mem- 
bers) are being sought for inclusion in a 
special coffee-table publication of the In- 
ternational Copper Association in Argen- 
tina and Uruguay; for submission informa- 
tion, call David Hunt at 800-448-1776 
x2474...Small, well-designed houses 
designed by AIA members in Massachu- 
setts are being sought for a new book titled 
Not So Big House Design Book; call 800- 
926-8776 x449 (Steve Culpepper, The 
Taunton Press)... The Classicist, the journal 
of the Institute for the Study of Classical 
Architecture, is seeking papers and/or ex- 
amples of work done in the Classical 
manner; 212-681-2761...BSA members’ 
“superb home or living community 
projects” unpublished and less than two 
years old are sought; send color photos, 
floor plans and a project description to 
Susan Barror, Editor, Hanley-Wood Publi- 
aations, Suite 600, One Thomas Circle 
NW, Washington DC, 20005... Before & 
Afier, the home-renovation TV series, is 
secking BSA members’ before-&-after pho- 
tos of completed remodeling projects; 952- 
835-4455 (Angie Borchardt or Matt 
Welters)... residential architect magazine is 
secking BSA members’ residential design 
details for publication; call or write Shelley 
Hutchins (202-736-3407)...BSA mem- 
bers’ home office designs are being sought 
for publication in Home Office Computing 
magazine; for details call 301-654-1988/fax 
301-654-1994/alvin@al. net...idioTEXT 
design journal invites BSA members to 
submit competition projects for publica- 
tion; 617-482-6958 (Jordan Williams)... 
Places, the quarterly journal edited by 
Donlyn Lyndon, invites submissions of 
articles related to sustainable design; 
718-399-6090 for details... The Hardwood 
Manufacturers Association is seeking pro- 
fessional photography showing the use of 
solid U.S. hardwoods in furniture, floor- 
ing, kitchen cabinets, or decorative wood- 
working to illustrate in various publications 
the use of American hardwoods; call Susan 
Regan at 412-829-0770... Energy-efficient 
designs are being sought for a new book on 
alternative architecture; for details, call 
Alfred Kemper (909-920-9753). 


The BSA is going to Japan 


The BSA’s international architectural tours program 
has been limited over the past two years for what are 
no doubt are obvious reasons. However, we resume 
our international tours this year with an October 


20-November 3 visit to Japan. For the complete 
itinerary and reservation details, write Deborah 
Castellucci, the BSA’s partner in tourism, at 
deborah @architectsontour.com. 
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People & Firms 

Min-Chang Lee, Assoc. AIA has been 
honored by Harvard GSD with the Clif 
ford Wong Prize in Housing Design for 
his creative housing design solutions... 
DRA/Drummey Rosane Anderson re- 
ports that James Gentile has retired after 
35 years at the firm...Jeffrey Heyne 
AIA’s artwork — toned-photo/polyester 
resin on aluminum — was the focus of an 
exhibit at the Cambridge Center for 
Adult Education a few months ago and 
the work earned Heyne the 2003 Barbara 
Singer Artist Award; the work was also 
featured in Art New England...Nashaw- 
tuck Architects Inc./Holly Cratsley AIA 
is working with the “This Old House” 
crew to transform a small barn into a cozy 
in-law cottage; the program airs on PBS 
on October 9 on “The New This Old 
House Hour”...Richard Friedson AIA 
has joined Cannon Design as a principal 
of the firm...Ned Collier AIA has been 
named a principal of Perry Dean 
Rogers/Partners...ADD Inc was recently 
ranked in the “Top Ten Best Places to 
Work” in Massachusetts by the Boston 
Business Journal, John Uzee AIA, a prin- 


cipal in the firm, recently published an 
article in Banker & Tradesman on design- 
ing property websites. ..Steffian Bradley 
Architects has been honored by SMPS 
for the firm's new corporate identity pro- 
gram including a new logo, branding 
strategy and graphic consistency... 
DiMella Shaffer has been honored by 
DCAM with a Programming Excellence 
Award for the firm's study of a new 
sustainable-design technology center at 
Cape Cod Community College in West 
Barnstable... TRO/The Ritchie Organi- 
zation recently announced that it has 
developed an exclusive strategic alliance 
with Aukett, an A/E firm with offices in 
10 European countries; the firm also 
recently announced that Stephen Berger 
AIA has been elected managing principal 
of the firm's Memphis office, Mark 
Jussaume PE. has been elected COO, 
James Martin has been promoted to 
principal/VP and chief information offi- 
cer, and David Rhodes FAIA has been 
elected principal/VP in charge of business 
development...Bryer Architects has 
moved to 222 Third St., (The American 
‘Twine Office Building), Cambridge 
02142/617-225-2619...Michelle Ganey 


Imre Halasz FAIA 


Imre Halasz FAIA, professor emeritus and 
senior lecturer in architecture at MIT, died 
at his home in Boston in July following a 
protracted illness; he was 77. An 
internationally renowned architect, urban 
planner and educator, his lifetime 
accomplishments were acknowledged in 
2000 with the Golden Diploma awarded 
by the Technical University of Budapest 
and, in 2002, by his election to the AIA 
College of Fellows for his role in 
advancing the science and art of planning 
and building and for elevating standards of 
architectural education and practice. 
Professor Halasz was a long-time member 
of the BSA/AIA and the Architectural 
Association/London. His tributes in other 
countries included appointments as 
Honorary Member of the Faculty at the 
Catholic University of Chile and of the 
Chilean Society of Architects. He was born 
in Budapest in 1925. After a year of study 
at Budapest's College of Fine and Applied 
Art, he began architecture studies at 
Budapest's Technical University where he 
received his diploma in 1950. There 
followed a year of post-graduate study at 
the Académie des Beaux-Arts in Paris and 
the University of Leiden in Holland. Until 
1956, he taught architectural design at the 
Polytechnic University of Budapest. On 
coming to the U.S. in 1956, he taught for 
a year at RISD before joining the 
architecture faculty at MIT. In 1963, he 
took leave of MIT as a Fulbright Professor 
of Urban Design, teaching and advising in 
Chile, Peru and Brazil. In 1966-68 he 
served as Visiting Professor at Harvard 
GSD and in 1969 he rejoined MIT as a 
visiting professor, becoming a full 


professor in 1978. On retiring in 1991, he 
was reappointed as senior lecturer, a 
position he held until his death. Revered 
worldwide as a teacher and especially by 
the generations of students he taught at 
MIT, he also taught throughout his career 
for brief periods at several unive: in 
North America and in Kyoto, F 
Haifa, and Santiago, Chile. His work as a 
practicing architect in partnership with his 
brother, Anthony Halasz, has been 
featured in many books and professional 
periodicals. Along with many competiti 
prizes, their projects include the fe 
and development plan for the NASA 
Electronics Research Center in Cambridge, 
the Don Bosco Technical H.S. in Boston, 
a land-reclamation projec 
development plan for Corinto, Nicaragua, 
and a reconstruction plan for the historic 
district of Santiago, Chile. In 2002, a 
comprehensive book on the Halasz 
brothers’ design work was published in the 
Hungarian Monograph Series, which 
acknowledges the achievements of notable 
Hungarian architects who live and work 
outside Hungary. He is survived by his 
brother Anthony and by former students 
throughout the world into whose 
professional work flows incessantly the 
design philosophy of this seminal teacher. 
Contributions in his memory may be 
made to a fund he established at MIT to 
underwrite an annual prize for the most 
outstanding MArch thesis; such 
contributions should be addressed to the 
Department of Architecture, Room 7-337, 
MIT, Cambridge 02139 


rence, 


Wayne V. Andersen 


AIA is heading up the new East Coast 
office of Phillips Metsch Sweeney Moore 
Architects, the Santa Barbara architecture 
and planning firm; the new office is in 
Norwood and is focusing on architectural 
planning and program for higher educa- 
tion institutions; Ganey is at 781-762- 
0595/ganey@pmsm-architects.com...JefF 
Stein AIA has been named to the Board 
of Trustees of Paolo Soleri’s Cosanti Foun- 
dation in Arizona; the Foundation is 
guiding the ongoing construction at 
Arcosanti where Stein worked in the 
1970s and early 1980s (he now teaches at 
Wentworth and is the architecture critic 
for Banker & Tradesman)...Dietz & 
Company Architects has been honored 
for the design of the Churchill Neigh- 
borhood in Holyoke by the Western 
Massachusetts Chapter of the AIA and by 
NAHRO; senior architect/project design- 
er Mare Sternick AIA is LEED-certi- 
fied...Maurice Finegold FAIA has been 
honored with the 2002 Edward Frey 
award presented by the Interfaith Forum 
on Religion, Art & Architecture, the 
highest honor the Forum confers for the 
design of religious architecture; Jim 
Alexander FAIA was recently honored 
with a lifetime achievement award from 
the New England Chapter of the Victo- 
rian Society in America...At the inter- 
national forum on “Design and Health” 
in Montreal, Elliot Rothman AIA was 
the guest presenter focusing on the latest 
scientific research on health and the 
physical environment... Tsoi/Kobus & 
Associates has been honored by the 
Cambridge Historical Commission for 
the firm's historic preservation and con- 
version of 700 Main Street in Cambridge 
into a high-tech research lab...Goody, 
Clancy & Associates’ design of the Mass- 
achusetts State Transportation Building is 
the focus of a presentation by Jean 
Carroon AIA at the GreenBuild confer- 
ence in November where Gregory 
Thomson AIA will also be discussing 
climate-informed design; Roger 
Goldstein FAIA recently served as a juror 
for the AIA Chicago 2003 Firm Award 
program; David Dixon FAIA was the 
guest speaker on designing cities for sus- 
tainability at the first annual alternative 
transportation conference and also spoke 
recently at Suffolk University on the 
“varieties of regionalism”; Deborah 
Robinson AIA is discussing the renova- 
tion of historic college residence halls at 
this month's Restoration and Renovation 
Conference in Chicago; Lisa Howe is the 
guest speaker on quarrying, fabricating 
and shipping stone at the APTI confer- 
ence this month in Maine...CBT/Childs 
Bertman Tseckares has named five new 
senior associates — Lisa Puffer IDA, 
Ron Swenson AIA, Eric Vogel, Chad 
Reilly and Lan Mei Wang RA; Chester 
Bartels, Assoc. AIA, Schiff 
AIA, Emil Gosselin, Patrick Planeta, Adi 
Toledano and Christopher Zanni have 
been named associates; David Hancock 
AIA, a recent speaker on “green roof 
building in urban areas” at the American 
Association of Botanical Gardens and 
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Wellington “Duke” Reiter 
AIA (above) has been 
named Dean of the Arizona 
State University College of 
Architecture and 
Environmental Design 


NAAB (the National 
Architectural Accrediting 
Board) and NCARB (the 
National Council of 
Architectural Registration 
Boards) have elected three 
Massachusetts architects 
to national leadership roles 
(below, top to bottom): 
Peter Steffian FAIA, has 
been elected NAAB 
Treasurer, Doug 
Engebretson FAIA has 
been elected NCARB 
Secretary, and John Miller 
FAIA has been elected 
NCARB's New England 
Regional Director 


= 
= 
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Arboreta conference, has been named to 
Boston Mayor Menino’s Green Building 
‘Task Force; Linda Lukas has joined the 
firm as director of marketing and the firm 
has recently been honored by the Precast 
Concrete Institute for the design of Trin- 
ity Place in Boston, by DCAM for the 
restoration and expansion of the Ecumen- 
ical Center at Framingham State College, 
by the waterfront Historic Area League 
for the restoration of the former Whit- 
man Mill Building #1 in New Bedford, 
and by AIA New England for the interior 
design of Foley Hoag’s law offices in 
South Boston...Wallace Floyd Design 
Group recently announced that Doug 
McCallum AIA, Len Bertaux AIA, and 
Amir Degany AIA are the new officers of 
the corporation...E. Verner Johnson and 
Associates reports that Tom Troller AIA 
has written the introduction to Michael 
Crosbie's new book on “Designing the 
World's Best Museums and Art Galleries” 
«The paintings of Melissa Davenport 
and the sculptures of Mary Kenny are 
currently on exhibit in the Paul Dietrich 
Gallery ac Cambridge Seven Associ- 
ates. ..Jane Weinzapfel FAIA was the 
guest speaker at the annual Boston By 
Foot commencement event in June... 
Recent issues of Banker & Tradesman have 
included a profile of Hans Strauch AIA 
and his firm (HDS Architecture), an 
editorial on successful housing develop- 
ment in Cambridge by Hubert Murray 
AIA, and architecture critic Jeff Stein 
AIA’s review of the design of a loft condo 
in Chinatown by Martin Smargiassi, 
Assoc. AIA and Eric Menard...Recent is- 
sues of Architectural Record have featured 
the design of a residence in Canton by 
Mark Hutker and Associates with Jon 
McKee AIA and an essay by Robert 
Campbell FAIA on new definitions of 
architecture... The design of the new/ 
renovated Peabody Essex Museum in 


)) 


The Stubbins Associates has announced the arrival of 
four new staff members: Katherine Cochran RA (senior 
professional staff/interior designer, above left), Richard 
Keleher AIA, CSI (associate/architecture, above right), 
Susan Moran, Prof. Affil. (senior professional staft/ 
marketing manager, below left) and Jay Philomena 
IDA, IFMA (VP/director of interior design, below right) 


Salem by Moshe Safdie & Associates 
was featured recently in The New York 
Times and in The Boston Globe, which 
also included a review of the project by 
Robert Campbell FAIA, who also wrote 
recently in the Globe on building industry 
ethics, the World Trade Center Memorial 
Design Competition, on the BSA’s suc- 
cessful nomination of the Design Re- 
search building and the Miro Museum for 
the national AIA 25-Year Award, and on 
the design heyday of Harvard Square in 
the 1950s and 1960s...Other recent is- 
sues of the Globe have featured the work 
of Goody, Clancy & Associates (the 
neighborhood plan for North Allston), 
Wood & Zapata (the mixed-use complex 
over the turnpike intended to convert 
Kenmore Square and the Landsdown/ 
Fenway areas into an entertainment dis- 
trict), Elkus/Manfredi and The Stubbins 
Associates (Emerson College's perfor- 
mance facility and dorm, respectively), 
the Cambridge home designed by Jane 
Thompson, Assoc. AIA and the late Ben 
Thompson FAIA, and CBT (the master- 
plan project for North Point); the Globe 
also recently featured an interview with 
Ann Beha FAIA. 


New Work 


DLA’s recent and current restaurant de- 
sign and historic renovation work in- 
cludes the refurbishing of the Elements 
restaurant in Arlington, the renovation of 
The Purple Shamrock in Quincy Market, 
the expansion and modernization of the 
Wellesley Lower Falls Center complex, 
the new Boston King Coffee facility in 
Woburn, the Mediterranean Grill in Bos- 
ton’s financial district, and the interior 
upgrading of the Governor Bradford Inn 
...JusterPopeFrazier’s recent work in- 
cludes The Eric Carle Museum of Picture 
Book Art in Amherst... The 
Architectural Team's recent and 
current work includes The 
Monarch Luxury Condos and the 
Seton Manor residence for people 
with AIDS in the St. John of God 
residential development in 
Brighton, the Costello Homes 
condo development in South 
Boston, the historic renovation and 
conversion of a portion of the 
Boort Cotton Mill in Lowell into 
apartments, and the conversion of 
the former Danvers State Hospital 
into a multi-family residential 
community...Bechtel Frank 
Erickson’s recent work includes the 
renovation of the new facility for 
The Jewish Community Day 
School in Watertown, a colla- 
boration with Kaufman & Arnold 
...S EA Consultants’ new work 
includes on-call architectural engi- 
neering services for Massport, the 
Webster Brock Urban Design and 
Parking Study in Norwalk CT, and 
security assessments and improve- 
ments for numerous Massachusetts 
state buildings...Goody, Clancy & 
Associates’ recent and current 


work includes the planning and design of 
a new urban neighborhood in Baltimore, 
the masterplanning and design of the 
Curwin Circle redevelopment project in 
Lynn, the creation of a vision for the 
Route 20 corridor in Marlborough and, 
with Saccoccio & Associates, the design 
of Ballentine Hall for URI’s College of 
Business Administration... DRA/Drum- 
mey Rosane Anderson's new work in- 
cludes the renovation of Needham H.S. 
and a residential condo renovation on 
Longwood Avenue in Brookline... The 
Stubbins Associates and Walsh Brothers 
recently completed work on laboratory 
and office space for the Novartis Insti- 
tutes for Biomedical Research in Cam- 
bridge...ADD Inc’s recent and current 
work includes a new firestation in 
Hallandale Beach FL, a design/build 
project with Perini in a joint-venture with 
Manafort Brothers for three new student 
residences at Eastern Connecticut State 
University, and the design of a Harley 
Davidson dealership in Fort Ann 
NY...Einhorn Yaftee Prescott is 
preparing a study for the renovation of 
The State Library of Massachusetts for 
DCAM. ..Bergmeyer Associates has 
completed renovations of Harvard's 
Center for the Study of World Religions 
...Steffian Bradley Architects’ recent 
work includes the Neville Center at Fresh 
Pond for Nursing and Rehabilitation, the 
Roxbury Comprehensive Community 
Health Center, and the Chicopee Health 
Center...Machado and Silvetti’s new 
work includes the comprehensive renova- 
tion and expansion of the Provincetown 
Art Association and Museum, an addition 
to the RISD Museum of Art, student 
housing with academic facilities and retail 
space at Arizona State University, and a 
mixed-use residential development within 
and around the silos of an historic flour 
mill in Tempe AZ (the latter two projects 
will be done in collaboration with Gould 
Evans Associates of Phoenix)...Taylor & 
Partners is developing commercial archi- 
tectural and visual design standards for 
Newport, Middletown and Portsmouth 
RI and is providing land-use planning 
and architectural design standards con- 
sulting services to the Town of Ports- 
mouth, which is creating a Town Center 
District to guide furure growth... 
Schwartz/Silver is designing the new 
studio art building for the University of 
Virginia... Tappé Associates’ new work 
includes the renovation of the Westerly 
Public Library in Rhode Island and the 
renovation and expansion of the Eastham 
Elementary School...Gorman Richard- 
son Architects’ recent and current work 
includes design/build services with 
Integrated Construction for the build-out 
of a Motorola facility in Marlborough, 
the new Salisbury Hill senior community 
in Worcester, an assessment in collabora- 
tion with Richard Gross PE. and Beals 
and Thomas of the new Whitin Mill hy- 
dro plant complex in Northbridge, build- 
ing analyses for Boston Scientific’s corpo- 
rate HQ in Natick, a new office building 
for Pinnacle Financial on Route 9 in 
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Mark Meche AIA (above) 
has been appointed by 
Governor Romney to a two- 
year term on the 
Department of Housing & 
Community Development 
Designer-Selection 
Committee 


Michael Davis AIA (above) 
has been named to Boston 
Mayor Tom Menino’s 
Green Building Task Force 


oipmg uossapuay 


Tim Scarlett AIA (above) 
has joined William Wilson 
Associated Architects as a 
senior architect 


Gene Raymond AIA 
(above) has become a 
partner in the firm of 
Strekalovsky & Hoit, which 
will now be called 
Strekalovsky Hoit Raymond 


ame 


F 
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Framingham, new private residences in 
Rhode Island, western Massachusetts and 
Hopkinton, a new facility in Holliston for 
Rodenhiser Corp., renovations of the 
Framingham Community Charter 
School, a new medical office building for 
Thompson Realty Trust in Hopkinton, 
and renovations of a showroom and office 
project for Loparco Associates in Green- 
wich CT...Tsoi/Kobus & Associates, in 
collaboration with Astorino of Pittsburgh, 
is designing the fit-up of the new Aca- 
demic Medical Research Building at 
Children’s Hospital of Pittsburgh...Gail 
Sullivan Associates is designing the 
Technology Children’s Center at MIT's 
Stata Center (which was designed by 
Gehry Partners)...Sasaki Associates has 
won the invited competition to design a 
concept plan for Guangzhou University 
City Center in China. ..Cambridge 
Seven Associates is developing a master- 
plan and program for the Boston Mu- 
seum of Science; the firm also designed 
the Museum's Current Science & Tech- 
nology Center...George A. Roman & 
Associates is designing the renovations of 
the Springfield Dialysis Center...Shepley 
Bulfinch Richardson and Abbott has 
completed the renovation and expansion 
of Wheelock College's new Brookline 
campus...Flansburgh Associates has 
completed design of the new William F. 
Stanley Elementary School in Waltham... 
Ann Beha Architects is designing a new 
performance hall, music education center 
and art museum for Morehouse College. 


Corporate Affiliate 
News 


AGC Massachusetts has elected Mare 
Truant AIA its 2003-2004 chairman; 
other officers include Lee Kennedy Co.'s 
Shaila Kennedy (vice-chair), Skanska’s 
Bernard Morrissey (treasurer) and Erland’s 
Steven McDonald (secretary)...Black- 
ridge Ltd. principal Phil Valence has 
formed an alliance with Professional 
Development Network Inc., a national 
network of individuals who help firms 
enhance their competitive edge through a 
program of knowledge-sharing and pro- 
fessional development...ULI Boston has 
announced the appointment of Urban 
Edge director Mossik Hacobian as a new 
trustee and Charlie Kendrick has been 
named vice-chair and chair of the District 
Council Chairs Advisory Group... 
Women’s Transportation Seminar has 
recently honored Kathy Stein of Howard/ 
Stein-Hudson as national Woman of the 
Year in recognition of Stein's lifelong 
achievements and leadership in transpor- 
tation planning, public involvement, re- 
search consulting and training...IIDA 
New England, which recently honored 
Karen Guenther FIIDA for her lifetime 
commitment to IIDA and David Stone 
IIDA for his long-standing contributions 
to the organization, has been named 
national [TDA Chapter of the Year and 
also has been honored nationally for 


excellence in educational programs, 


excellence in graphics and for its other 
considerable achievements...Linbeck/ 
Kennedy & Rossi has shortened its name 
to Linbeck...Skanska USA Building has 
announced several promotions — Claude 
LeBlanc is now director of field opera- 
tions, Joseph Rielly is project director, 
and Stephen Mullen is now systems & 
controls manager...Shawmut Design 
and Construction has been honored by 
SMPS for the firm's design of its retail 
services brochure; the firm's recent and 
current work includes the new gym and 
dining hall expansion project at Shore 
Country Day School in Beverly with 
Perry Dean Rogers/Partners, the renova- 
tion and restoration of the historic 
Wightman Estate in Brookline for 
Wheelock College with SBRA, the con- 
struction of the Excelsior Restaurant in 
Boston, tenant interiors projects at 125 
High Street in Boston for Pricewater- 
houseCoopers, and the expansion of the 
BAC annex at 100 Mass. Ave. in Boston 
.. Service Point (formerly Charrette 
ProGraphics) recently announced the 
addition of HLM Design to its group of 
on-site services partnerships; Service Point 
also reports that it has moved to a new 
building in Woburn at 150 Presidential 
Way in the Metro North Corporate 
Center...Perini Building Co.’s current 
work includes renovation of St. Joseph's 
Chapel at Holy Cross with CBT and (in a 
joint-venture with Manafort Brothers and 
in association with ADD Inc) three new 
student residences at Eastern Connecticut 
State University...GZA GeoEnviron- 
mental’s current work includes soil 
testing at the site of the proposed devel- 
opment of the new minor-league baseball 
stadium, energy plant, and hotel and 
retail facilities at Singer Family Park in 
Manchester NH; the firm also recently 
announced that Martha Israel has been 
named a principal...Erland Construc- 
tion’s recent work includes the Phoenix 
Controls Corp. facility in Acton, the 
renovation and addition of The Republi- 
can’s newspaper printing facility in 
Springfield, the conversion of a dining 
hall and kitchen at Hillside School in 
Marlborough into a central library facility 
(with Ganek Baer Architects), and adap- 
tation of a former army administration 
building in Devens for MediaNews 
Group's new printing plant and distribu- 
tion center (with Dario Designs)... 
Columbia Construction’s recent and 
current work includes several renovation 
projects for MIT's Lincoln Lab facility at 
Hanscom AFB, a new retail project at 
Hometown Center in Natick including 
the interior build-out for Domain, con- 
struction management for a new skilled- 
nursing facility on the campus of Neville 
Center at Fresh Pond in Cambridge, fit- 
out of two floors at 50 Milk Street in 
Boston for Brown Brothers Harriman, 
renovations of the lobby and plaza at 470 
Adantic Ave. (Independence Wharf) for 
GE Capital, and the new Liberators’ 
Monument addition to the New England 
Holocaust Memorial...Simpson Gum- 
pertz & Heger’s recent and current work 


includes MIT's Simmons Hall (with 
Steven Holl Architects and Perry Dean 
Rogers/Partners), San Francisco's Fair- 
mont Hotel, the Barus & Holley building 
additions and renovations at Brown Uni- 
versity (with Payette Associates), and the 
New York State Capitol skylight and lay- 
light restoration; the firm also reports that 
Josh Marrow has received the Earthquake 
Engineering Research Institute Shah 
Family Innovation Prize for creativity, 
innovation, and an entrepreneurial spirit 
in earthquake risk mitigation and man- 
agement...Payton Construction has 
named Rose Conti a new project exec- 
utive and has appointed Angelo Tempesta 
Jr. its MEP coordinator; the company’s 
current and recent work includes precon- 
struction/construction services for State 
Street Bank's office relocation, tenant fit- 
out for ADL New England in Boston and 
tenant improvements for Partners Health- 
care Systems in Medford, MRI room ex- 
pansion for McLean Hospital, deferred 
maintenance upgrades for Houston Hall 
and Miller Hall at Tufts, disaster recovery 
site work for Wellington Management in 
Marlborough, office space improvements 
for the Supreme Judicial Court offices in 
Boston, a mission-integration center for 
Raytheon in Portsmouth RI and facility 
renovations for Pioneer Investments at 60 
State St. in Boston, Fidelity Investments 
at 19 Congress St. in Boston, Cushing 
and Hardey Hall at Boston College, 
MIT's Bush Room, St. Elizabeth’s Medi- 
cal Center monastery’s east porch roof 
and floor and the Hilton Hotel Fenway 
Room in Boston, and conversions of labs 
into classrooms and into newer labs for 
MIT...Acentech is providing acoustics, 
vibration and audiovisual consulting 
services for the Life Science and Tech- 
nology building at Cornell... Historic 
Boston reports that Goulston & Storrs 
attorney Mart Kiefer has been elected 
president of this nonprofit preservation 
organization...Souza, True and Partners’ 
current work includes construction of a 
new Health Sciences Academic Center 
and student residences for the Massachu- 
setts College of Pharmacy (with Steffian 
Bradley Architects), the Lynn Police HQ 
(with Whitney Atwood Norcross), the 
cardiac cath suite addition for the Cape 
Cod Hospital (with TRO), and the new 
Morville House in Boston (with Icon 
Architecture)...IFMA Boston has an- 
nounced that Sebesta Blomberg’s Ed 
O'Rourke has been elected president of 
the Boston Chapter of IFMA...Gilbane 
has been honored by CMAA/New Eng- 
land for its CM work on the elevated 
walkways to Terminals B and C at Logan 
Airport; the company also was recently 
honored by Liberty Mutual for outstand- 
ing safety performance in the completion 
of the Fidelity Investments project on 
Summer Street in Boston... The 
Collaborative Engineers’ recent and 
current MEP and structural design work 
includes a new dorm and cognitive re- 
search lab for Tufts, new dorms for 
Bentley and for the Hillside School, a 
new lab/office building for Lyme Proper- 
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Jean Valence FSMPS 
(above) has been named 
vice-president and director 
of strategic development at 
Symmes Maini & McKee 
Associates 


Aydesbiojoyg swears youer 


Renata von Tscharner, 
Assoc. AIA (above) is the 
founder of The Charles 
River Conservancy, which 
has just been honored by 
the BSLA for the 
Conservancy's effective 
advocacy work 


Judith Nitsch Engineering 
reports that VP/COO Lisa 
Brothers PE. (above) has 
been inducted into the 
Francis Academy of 
Distinguished Engineers by 
the University of 
Massachusetts/Lowell and 
Stephen Benz PE. (below) 
has earned his LEED 
certification...photos by 
FayFoto 


ties, lab fit-our for Control Delivery Sys- 
tems and for Nitro Med, a new office 
building for the Brockton Credit Union, 
new housing with underground parking 
in Haverhill and a variety of renovation 
projects for the Provincetown Art 
Museum, Harvard’s Memorial Hall, the 
nutrition building at Harvard's School of 
Public Health, labs at Brown, South 
Shore Medical Center, Milton Hospital, 
MetLife, New York Life, Charles Schwab, 
Sherin & Lodgin, Posternak Blankstein & 
Lund, New Balance and the Black Falcon 
Terminal, the clubhouse at Woodland 
Golf Club, and the Boston Opera House; 
the firm also reports that Robert McAleer 
has received his PE certification and 
Gerald Caroto, William Gow, Anne 
Norman, Chris Perrota and Gary 
Strickland have joined the firm... William 
A. Berry & Son was honored recently by 
the Publicity Club of New England for 
the company’s distinctive public relations 
media, especially the Berry Times, the 
biannual newsletter; the company is 
building a new corporate headquarters for 
itself in Danvers adjacent to its current 
Conifer Hill Office Park location 
(Cubellis Associates is the designer)... 
Carol R. Johnson Associates’ recent and 
current work includes design of the last 
major piece of the Waterfront Park system 
in the New Charles River Basin beneath 
the new Zakim Bridge (this is a joint 
venture with several other firms), the 
conceptual site design with the Design 
Partnership of Cambridge for the new 
Essex Agricultural and Technical Regional 
HS in Middletown, planting and site 
improvements associated with the MHD's 
Bridge Street bypass project in Salem, a 
landscape masterplan for the Dana Hall 
Girls School in Wellesley and a landscape 
construction package for the School's new 
athletic facility and hockey rink, design 
services for the project architects on the 
site security perimeter upgrade for 
Saarinen's U.S. Embassy in London and 
masterplanning and design for an expand- 
ed compound and new office building at 
the Gropius-designed U.S, Embassy in 
Athens, designing the preservation of the 
existing historic landscape to accommo- 
date new site program clements at the 
Morristown National Historical Park in 
New Jersey (with Einhorn Yaffee Prescott) 
and developing a masterplan, streetscape 
designs, and phasing strategies for the 
City of Attleboro’s downtown...Mi 
Construction’s recent and current work 
includes tenant renovations with The 
Boston Wharf Co. for Montgomery 


Watson Harza and Martin Raab Associ- 
ates in Boston and build-out with Design 
Management Corp. at One Financial 
Center in Boston for Loomis Sayles and 
for Marcia S. Wagner, Esq. & Associ- 
ates...Richard White Sons is renovating 
Wellesley College’s physical plant chilled- 
water system with Arup and is renovating 
classrooms in Suffolk University’s Fenton 
and Sawyer buildings with Knight, Bagge 
& Anderson...Spaulding and Slye 
Colliers Construction’s recent and cur- 
rent work includes capital improvement 
work at Prospect Place in Waltham with 
Stephen J. Wessling Architects and num- 
erous tenant improvement projects in- 
cluding those for Home Care Supply in 
Waltham and for Cambridge Systematics 
(both with Visnick & Caulfield), Alpha 
Simplex, Deltek and Pegasystems (all 
three in Cambridge with Bryer Archi- 
tects), Volex in Quincy with Hallor Asso- 
ciates, FT Interactive Data in Boxbor- 
ough with Spagnolo/Gisness & Associ- 
ates, Legal ink and for William Gallagher 
Associates (both in Boston with Winter 
Street Architects), Cox Target Media, 
Medicines Co. and Meehan Financial 
Services (all three in Waltham with 
Design Management Corp.), HB Com- 
munications in Waltham with Bergmeyer 
Associates, Creative Start Child Care 
Center in Newton with Stephen J. 
Wessling Architects, Cambridge Savings 
Bank with SMMA, Case Schiller Weiss in 
Cambridge with The Stubbins Associates, 
and Epoch Senior Living in Waltham 
with Dyer/Brown...Consigli Construc- 
tion’s recent and current work includes 
renovation of Raymond Hall at Provi- 
dence College with Clinton Design 
Associates, Morse Hall at Phillips 
Academy, the Keeney Quad at Brown 
with Daniel R. Peloquin, the Loyola Hall 
residences at Holy Cross with Jordan 
O'Connor & Associates, a new parking 
garage at Clark University in Worcester 
with Desman Associates, renovations of 
Corinne Towers at Framingham State 
College with Pfeufer/Richardson, resto- 
ration of the Bowdoin College chapel 
towers with Simpson Gumpertz & 
Heger, three new buildings at the Rectory 
School in Connecticut, renovations to the 
Douglas Schools and the new campus 
center at the University of Massachusetts/ 
Lowell... Wise Construction’s recent and 
current work includes the continuing 
renovation of the Iron Mountain 
Corporate HQ on Atlantic Avenue in 
Boston with Visnick & Caulfield, the 
Dulac Lab and another lab conversion at 


the Harvard Biological Labs (both proj- 
ects designed by Hecht & Associates), the 
Lewis Expedition Center for Outward 
Bound on Thompson Island with Hubert 
Murray Architect & Planner and, for 
Harvard Business School, the new 
operations center in Shad Hall with 
CMG Architects, the base-building reno- 
vation of the Connell House with Baker 
Design Associates, and the South Hall 
mailroom renovation with Solomon + 
Bauer...Dimeo Construction’s recent 
and current projects include renovation of 
the Trumbull College residence hall at 
Yale with Goody, Clancy & Associates, 
the Peerless Building mixed-use redevel- 
opment in Providence with Durkee 
Brown Viveiros & Werenfels, the 
Quinnipiac Terrace housing development 
in New Haven with Goody, Clancy & 
Associates (both projects are joint- 
ventures with CWC Builders), the 
Lactam expansion labs for Pfizer in 
Connecticut with The S/L/A/M Collabo- 
rative, the Wrentham Village Premium 
Outlets project with Adams Hennon 
Architecture, the Brown Middle School 
renovations in Connecticut with Buch- 
anan Architects, the new Providence Col- 
lege residence hall with SMMA, the Tar- 
get Store in Nashua NH with KKE 
Architects, the Point Judith Country 
Club Women's locker-room renovations 
and addition in Rhode Island with 
Clifford M. Renshaw Architects, the 
Walnut Hill Community Church expan- 
sion and renovations in Connecticut with 
Whitehead Phillippi & Harris, the Moses 
Brown middle school addition in Provi- 
dence with Rhinebeck A&P, and the 
RISD Center for Integrative Technologies 
with Kennedy Violich...A.J. Martini 
CM&GC has been honored by AGC 
Mass. with the Merit Safety Award; the 
company’s current and recent work 
includes renovations of Tupper Hall at 
Endicott College in Beverly with JSA 
Architects, a 701 Edgewater Office Park 
building in Wakefield with Tsoi/Kobus, 
the historic restoration and renovation of 
Murkland Hall at UNH with Lavallee/ 
Brensinger, the mechanical systems up- 
grade to Hewitt Hall at UNH with Oak 
Point Associates, and the addition to 
Dover Middle School in NH with 
Goudreau & Associates...Lee Kennedy 
Co. reports that Michael Boyle has been 
promoted to VP/safety, Bill Parker is now 
senior estimator, Tom Asci is now super- 
intendent, and Paul McInnes (project 
executive), Tim Keefe (superintendent) 
and Joe Nuzzo (senior preconstruction 


Allied Consulting Engineering Services has announced the following promotions (left to right): Joe Doucette PE. is now a principal, John 
Wood II and Kim Raymond are now senior associates, and Donna George and Kristie Keane have been named associates. 
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C.E. Floyd Co. reports that 
Ray Caruso (above) has 
joined the company as 
vice-president for business 
development, 
preconstruction and 
estimating services 


Vollertsen Architecture is 
celebrating its fourth 
anniversary this month and 
reports that Jennifer 
Rayburn IIDA (above) has 
joined the firm as a 
principal and Candice 
Beck (below) has joined 
the firm as a job 
captain...photos by 
Vollertsen Architecture 


Winter Street Architects has designed the new showcase (above) 
for Kortec’s facility in Ipswich...rendering by Winter Street 
Architects and photo by Peter Smith Photography 


manager) have joined the company; re- 
cent and current work includes projects 
for Liberty Mutual in Boston with 
Cubellis & Associates, Investors Bank & 
Trust in the Hancock Tower with Davis 
& Associates, Boston College's new 
Yawkey Athletic Center with ARC, 
Emerson College's new art gallery with 
Elkus/Manfredi, Jefferies & Co. in Boston 
with The Smith Group and Levi Wong 
Architects, Pepe & Hazard law offices in 
Boston with Jeter Cook & Jepson, and 
the Pierson-Sage parking structure reno- 
vation at Yale with Walker Parking Con- 
sultants...Beals and Thomas has an- 
nounced that Robert Weidknecht has 
been named a senior associate and Ken 
Conte, Dan Feeney, and Scott Peoples 
have been named associates... Hodess 
Building Co.’s recent and current work 
includes a fitness and wellness center at 
Hanscom AFB with the Maguire Group, 
the Alcott Elementary School in Concord 
with SMMA, and the Bolton Senior 
Housing facility with Chia-Ming Sze 
Architect...G. Greene Construction’s 
recent and current work includes renova- 
tions of the outpatient neurosurgery suite 
and a complete fit-out of the cardio- 
vascular suite in the Preston Building at 
Boston Medical Center and renovations 
of the surgical medical unit and operating 
rooms at Cambridge Hospital... 
Construction Coordinators was recently 
ranked 16th nationally among technology 
leaders in the construction industry 
identified by Constructech Magazine... 


CBT has been honored by 
the Waterfront Historic Area 


League for its restoration 


and conversion of the 
former Whitman Mill 
Building #1 into the Whaler’ 


Cove assisted-living facility 
and by DCAM for the 


restor. 
of the Ecumenical Center 
(left)...photo by Edward 
Jacoby 


Elaine Construction’s recent and current 
work includes CM Services for the new 
Pediatric HealthCare facility in Peabody 
with Winter Street Architects and the 
New England Pensions’ relocation to 
Cambridge with ADD Inc and also 
includes renovation projects for MIT's 
Shao Horn Lab with Hallor Associates, 
the MRO Software offices in Bedford 
with DPlume Design, office space for 
Fancuil Hall Associates with Fuller 
Associates, and Liberty Mutual's Weston 
facility with Spagnolo/Gisness...Copley 
Wolff Design Group’s recent and current 
work includes the Boston Common 
playground re-opening with four new 
bronze frog sculptures and construction 
documents for Central Square in 
Brattleboro...Daniel O’Connell’s Sons’ 
recent and current work includes recon- 
struction of the Brown Fine Arts Center 
at Smith College with the Polshek Part- 
nership, expansion of the Bauer Life 
Sciences lab at Harvard with Ellenzweig 
Associates, reconstruction of the Sterling 
Quad at Yale Divinity School with 
Kliment & Halsband, and three projects 
featured recently in Architectural Record 
— MIT's Simmons Hall designed by 
Steven Holl Architects and Perry Dean 
Rogers/Partners, the Richard B. Fischer 
Performing Arts Center at Bard College 
designed by Frank O. Gehry and Associ- 
ates, and the Eric Carle Museum of Pic- 
ture Book Art in Amherst designed by 
JusterPopeFrrazier...Advanced Signing’s 
recent and current work includes exterior 


identification programs for Rivertech 
Office Park in Billerica with NDC/New 
Development Capital Partners and for 
Archon Atlantic in Needham with 
Meredith & Grew and an interior room 
identification program for Keyspan 
Energy Delivery with Design Manage- 
ment Corp....Suffolk Construction’s 
recent and current work includes the new 
Boston Convention Center Hotel with 
Arrowstreet and BBG Architects of New 
York City, the historic Opera House reno- 
vation in Boston with Martinez & John- 
son, a Watertown apartment complex 
with DiMella Shaffer, new student hous- 
ing for Worcester State College with 
ADD Inc, renovation and new construc- 
tion of a senior housing facility in Quincy 
(with Sheskey Architects), the Mapleleaf 
apartment complex in Cambridge with 
ADD Ine, and the Oak Grove Village 
residential units in Melrose with RTKL. 


BSA president David Dixon FAIA and 
the Board of Directors are privileged to 
welcome these new Corporate Affiliate 
members: Alan Dias Architectural 
Photography (photography for architects 
and interior designers) and Commodore 
Builders Corp. (construction managers). 
For details on Corporate Affiliate mem- 
bership, write/call Penny Mitchell at the 
BSA (pmitchell@architects.org/617-951- 
1433 x228). 


--photo 


ohn Bellenis 


Studio 


furnishin 


(left) in Pat 


NJ...photo by 


A.J. Martini 


ce 8 4 
Bergmeyer Associates (which this year celebrates its 30th anniversary) is designing the retail 
component of the Babe Ruth Museum in Baltimore with Chermayeff Sollogub & Poole and is also 
working with the City of Gloucester/Cape Ann Housing Organization to restore a 21-acre 
industrial site in West Gloucester and convert it into a mixed-income village (above) of workforce 
housing, artists’ live/work space and a daycare facility...rendering by Bergmeyer Associates 


Steffian Bradley 
Architects recently was 
honored by both School 
Planning & Manage- 
ment and College 
Planning & Manage- 
ment magazines for the 
firm's design of the 
Massachusetts College 
of Pharmacy & Health 
Sciences and the MIT 
Pacific Street graduate 
dormitory (left)... photo 
by Bruce Martin 


Machado and Silvetti is designing a civic building and veterans plaza in Maryland and the new 
School of Business (above) at the American University of Beirut 


Warren Freedenfeld & Associates has designed the Hospital Veterindrio Do Porto in Portugal 
and is designing the Panama City Animal Care Center (above) in Florida...rendering by Warren 
Freedenfeld AIA 
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Moskow Architects is designing this condo project (above) on A Street in 
Boston for BSA professional affiliate member Bab Thomas 


R.W. Huygens Architect is designing this private residence (above) 
on the intercoastal waterway near St. Mary's GA... rendering/ 
photo by Rem Huygens FAIA 


Tsomides Associates has designed a senior housing facility in Maine and 
the Pancho Villa private residence (above) in Brookline 


Vollertsen Architecture has designed the additions and renovations 
to this Sherborn residence (above)...photo by Edward Jacoby 
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Advanced to Emeritus 


Maarten Henkes AIA 
Chiway Hsiung AIA 


New AIA Members 


Vu H. Alexander AIA 

Morehouse MacDonald and Associates 
Benyamin Ber AIA 

CBT/Childs Bertman Tseckares 
J. Christopher Cannon AIA 

Arch-Itec 33 
John Christianson AIA. 

Steffian Bradley Architects 
Wendy Cote AIA 

Hecht & Associates Architects 
Carlos Fernandez AIA 

Studio a +e 
Christopher Gola AIA 

D'Agostino-Izzo-Quirk Architects 
**Donald J. Hafner AIA 

Architects/Healtheare Architects 
Matthew David Michel AIA 

Spagnolo/Gisness & Associates 
Matthew G. Russell AIA 

Carter :: Burgess 
**Pamela Sandler AIA 

Pamela Sandler AIA Architect 
Tracey K. Shriver AIA 

Cubellis Associates 
Bruce R. Wood AIA 

Bruce R. Wood, Architect 


** Western Massachusetts AIA Chapter 


The BSA ChapterLetter 


David Dixon FAIA, President 

Brian Healy AIA, Vice-President 

Carol Burns AIA, Secretary 

James Dunn, CPA, Assoc. AIA, Treasurer 


Richard Fitzgerald, Editor 
Joanne Lepp-Naiman, Production Assistant 


BSA staff, services, and programs 


617-951-1433 * 800 662-1235 
(to skip the message, select an extension) 


221 Architects referrals services 

221 Events and meetings 

221 Documents and publications 
221 Credit Union 

232 Build Boston 

227 ArchitectureBoston 

232 Partnering/management service 
304 Accounts-receivable service 
234 Classified and other listing services 
222 ChapterLetter advertising inserts 
228 Membership and dues 

235 Accounting 

221 Other services and programs 
221 Meghan Warner 

229 Mark Ruckman 

240 Pamela de Oliveira-Smith 

221 Kevin Neary 

228 Penny Mitchell 

234 Kate Gilbert Miller 

222 Joanne Lepp-Naiman 

236 Li Lei 

225 Alexandra Lee 

227 Nancy Jenner 

235 John Hoyt 

232 Richard Fitzgerald 


Staff e-mail: firstinitiallastname@architects.org c | 


Returning AIA Members 


Peter Chermayeff FAIA 
Chermayeff, Sollogub and Poole 
Thomas Clifford AIA 
Clifford/Hoftman Associates 
Frederic C. Detwiller AIA 
Frederic C. Detwiler, New England 
Landmarks 
Gary L. Snider AIA 
Bloodgood Sharp Buster Architects & 
Planners 
Stephen Tise AIA 
Tise Diamond Associates 
Shiu-Tong Wong AIA 
Tise Diamond Associates 


Advanced to AIA 


Elliot Anthony Guerrero AIA 
Elliot Guerrero Architect 
Austin Shen AIA 
Design Partnership of Cambridge 


New Associate AIA 
Members 


Tanios Abidaoud, Assoc. AIA 
Archiphoenic 

Ryan Glenn Bernier, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Leslie-Ann Curley, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Jessica DeGrace, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Michael DelleFave, Assoc. AIA 
Wenvworth Institute of Technology 
graduate 

Matthew Dionne, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Amin El-Rachmani, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Christine E. Finn, Assoc. AIA 
Albert, Righter & Tittmann Architects 

Maressa A. Perreault, Assoc. AIA 
Middlebury College graduate 

Gregory Pinter, Assoc. AIA 
University of Michigan graduate 

Sharon Reynolds, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Sarah Ritch, Assoc. AIA 
BAC graduate 

Michelle Weidler, Assoc. AIA 
Wentworth Institute of Technology 
graduate 

Jessica Wetters, Assoc. AIA 
Wood + Zapata Architects 

Brion F. Wynn, Assoc. AIA 
City of Quincy 

Milton Yu, Assoc. AIA 
Wentworth Institute of Technology 
graduate 


New to Boston 


John Charles Hecker AIA 
The Classic Group 

Anne L. Walker AIA 
HNTB Architects 


Leaving Boston 
Abigail Campbell-King AIA 
(to Rhode Island) 
Davis Caplan AIA 
(to Connecticut) 
Michel Giasson, Assoc. AIA 
(to Maine) 
Deane Rykerson AIA 
(to Maine) 


New Corporate 
Affiliate Members 


Alan Dias Architectural Photography 
(photography for architects and interior 
designers) 

Commodore Builders Corp. (construction 
management) 


New Professional 
Affiliate Members 


Jeff Bryant 

Resource Options 
Alberto Balestrieri 

Roger Williams University 
Jessica Lavin 

Kallmann McKinnell & Wood 
Keith LeBlanc 

Keith LeBlanc Landscape Architecture 
Timothy W. Reardon 
Melissa Robin 
Edwin J. Steel 
Brian Walsh 

Aerotek Engineering 


New Student Affiliates 
BAC 

Kalitsa Agee 

Althea Buckley 
Christopher V. Ferguson 
Jessica Gracie Garner 
Karri Harlan 

Jennifer E. Newland 
Jason Normand 

Cary J. Paul 

Stephen Schmid 
Michael Stack 

Timothy A. Synan 
Angela Tran 


MIT 

Lara V. Greden 
Jason Hart 
James M. Smith 


University of Notre Dame 
Stephanie Zurek 


Parsons School of Design 
Kirsten Rowe 


Tufis University 
Joshua James Benham 
University of Virginia 
Amy D. Finstein 


New Subscriber 


Lisa Plato 
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deadlines 


September 12 
Women in Design 
Network exhibit and 
award-nomination 
deadline (see p. 3) 


September 26 
Deadline to register 
for the filed sub-bid 


workshop (see p. 4) 


October 1 

Deadline to be 
included in the Guide 
to Consultants, 
Contractors and 
Manufacturers (see p, 
13) 


October 17 
Deadline for Rotch 
Travelling Studio grant 


applications (see p. 


October 24 

Deadline for 
BuildBoston discount 
and free admission 
registration (see pp. 3, 
4,5, 9.11 & 14) 


November 1 
Deadline for 


ArchitectureBoston 


story proposals (see p. 
16) 


ChapterLetter 
deadlines are listed 


www.architects.org 


Monday 


1 


Boston subway system is 


Noon 

“Indoor Air Quality Cre 
(see p. 5) 

6:00 pm 

International Cte 


Tuesday 
2 


5:30 pm 
IDP Cte 


Great London Fire is 337 
9 


8:30 am 

Legislative Affairs Cre 

Noon 

*Women in Design Planning 
Cte 


All meetings are held in 
The Architects Building, 
§2 Broad St., Boston 
unless otherwise noted 


15 


* Lunch Meetings! 


RSVP by 9:30 am on the 
day of the meeting 
to reserve lunch: 
617-951-1433x221 
800-662-1235x221 
bsa@architects.org 


22 


12:30 pm 

Mid-Size Firms 
Roundtable (see p.7) 
4:30 pm 

Building Envelope Cre 


29 


2:00 pm 
YDPDI (see p. 2) 


HHR is 165 


16 


8:00 am 


Residential Design Cte (see p. 


7) 

9:30 am 

Educational Facilities Cte 
(Flansburgh Assoc., 77 No. 
Washington St., Boston) 
Noon 

*IFRAA 

5:30 pm 

Cte on the Environment (see 
p- 5) 


23 


8:00 am 

Finance Wizards 

Noon 

*Human Resources Wizards 
5:00 pm 

AIA Massachusetts Board 
(Amherst/Springfield) 

6:00 pm 

MicroStation Users Group 
(Bruner/Cott, 130 Prospect 
St., Cambridge) 


30 


Noon 
*Design Innovation 
Roundtable (see p. 7) 


Wednesday 


8:30 am 

VectorWorks Users Group 
Noon 

*Membership Cre 

2:00 pm 

AIA N.E.Board Meeting 
Louis Sullivan is 147 


10 


8:00 am 

*Task Force to End 
Homelessness (Payette 
Assoc., 285 Summer St., 
Boston) 

8:00 am 

Committee on The 
Environment (see p. 5) 
Noon 

"IT Wizards 

6:00 pm 

Career Program for 
Principals and Marketers 
(see p. 6) 

6:30 pm 

AllPlan Users Group 
(Bereznicki Assoc., 9 
Wendell St., Cambridge) 


17 


8:30 am 

Codes Cte (see p. 6) 
5:15 pm 

Healthcare Facilities Cte 
6:00 pm 


BSA Lecture Series: Sam 
Mockbee FAIA (see p. 1) 


24 


8:00 am 

Marketing & PR Cte 
Noon 
*Corporate/Institutional 
Architects Roundtable 
6:00 pm 

DataCAD Boston Users 
Group/DBUG (for venue 
write eshu@world,std.com) 


U.S. Supreme Court is 214 


Thursday 
4 


8:00 am 
ArchitectureBoston Editorial 
Board 

10:30 am 

Executive Cte 

Noon 

"Board of Directors 


11 


8:00 am 

Historic Resources Cte 
Noon 

*Office Management 
Wizards 

6:00 pm 

Regional Design Cre 


Noon 

*Small Firms Cte (see p. 7) 
5:30 pm 

AGC/BSA Client 
Recognition Awards 
Banquet (see p. 4) 


The U.S. Capitol is 210 
The New York Times is 152 
Frankie Avalon is 63 
25 


8:00 am 

Alien Architects Roundtable 
(see p. 9) 

Noon 

*Design Library Wizards (see 
p- 7) 

5:30 pm 

Urban Design Cte (C7A, 
1050 Mass. Ave., Cambridge) 


Friday 
5 


Kerouac’s “On the Road” is 
46 


12 


Noon 

*Mentoring Cte (see p. 
14) 

6:00 pm 

BSA/AIA National 
Density Conference 


(through 9/14; see p. 3) 


AIA Members 
earn Learning Units 


through BSA 
committee work 


8:30 am 

Housing Cte 

6:00 pm 

Black Architects Forum 
(see p. 14) 

6:00 pm 

AIA New England Annual 
Conference and Design 
Awards Banquet (through 
9/21; see p. 4) 


26 


Tomorrow is the biannual 
BSA Learning by Design 
free training workshop for 
architects who like kids (see 


pd 


T.S. Eliot is 115 


Find your way online! 


You can search for your next committee meeting, the latest 
news, and “Fame” on the BSA’s award-winning website: 


www.architects.org 
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